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For information storage and retrieval^ a thesaurus is 
used during indexing and searching processes to translate from 
natural language into a more restricted retrieval system language. 
The purpose of this thesaurus is to control the language used to 
index and retrieve documents of interest to Social and Rehabilitation 
Service (SRS) and the personnel it serves. At present the indexing so 
controlled is the SRS "Research Information System Index." Searchers 
using that document need to be guided by the thesaurus. SRS hopes ^ 
however^ that the effort expended to study the SRS language and to 
set it forthy showing interrelationships among terms^ will be of use 
also to those interested in such things as social science language 
"per se^" the scope of activities of SRS, and the categories of 
clients served. There are three sections to this thesaurus, 
presenting three arrangements of its terminology. The first is an 
alphabetic list of terms, both those accepted as system terms and 
those that refer the user to system terms. The second is a hierarchic 
arrangement of system terms only. The third is an alphabetic word 
inde:*: to every word used in a multiword term. (The SRS "Research 
Information System" instruction manual is available as LI 004304,) 
(Aui/')or/NH) 
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INTRODUCTION 



Ti^e Purpose of a Thesaurus 

For information storage and retrieval, a thesaurus 
is used during indexing and searching processes 
to translate from natural language into a more 
restricted retrieval system language. The system 
language is restricted to reduce the number of 
nuances of expression which might be used to 
describe the same concept, th increasing the 
probability of matching the indexers* language with 
the searchers' language. By this method, the effec- 
tivenes;> -ind efficiency of the information retrieval 
system is ii>r*'eased. A thesaurus is a dynamic 
structure which muot change as the language of its 
domain changes, if it is to serve its purpose well. 



this thesaurus is the total social system, but with 
emphasis on social dysfunctions. 

The purpose of this thesaurus is to conttol the 
language used to index and ictrieve documents of 
interest to SRS and the personnel it serves. At 
present the indexing so controlled is the SRS 
Research Information System Index. Searchers 
using that document need to be guided by the the- 
saurus. SRS hopes, however, that the effort 
expended to study the SRS language and to set it 
forth, showing interrelationships among terms, will 
be of use also to those interested in such things as 
social science language per se, the scope of activ- 
ities of SRS, and the categories of clients served. 



The Purpose of This Thesaurus 

The SRS Research Information System Thesau- 
rus was empirically derived from the language of 
reports of research supported by the Social and 
Rehabilitation Service, Department of Health, 
Education, and Welfare. The subject domain 
common to SRS researchers came to be described 
during the course of the thesaurus-building project 
as "the individualized effects of societal dysfunc- 
tions and the attempts made to understand and 
correct them." To clarify the meaning of societal 
dysfunctions, they must be seen in perspective with 
normal societal functions; therefore, the domain of 



How This Thesaurus b Organiied 

There are three sections to this thesaurus, pre- 
senting three arrangements of its terminology. The 
first is an alphabetic list of terms, both those 
accepted as system terms and those that refer the 
user to system ^erms. The second is a hierarchic 
arrangement of system terms only. The third is an 
alphabetic word index to every word used in a 
muHiword term. Section 3 supplements the alpha- 
betic arrangement (Section 1) by providing access 
to words that may not occur first in the string of 
words that make up a term. 

Terms which refer the user to another term are 
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easily recognized, they take the form given in the 
following example: 

ANKLE Use LEG 
System terms (see example below) may be accom- 
panied by any or all of four kinds of note. The first. 
Refer from, names terms which h-^ve not been 
accepted as system terms but which refer thesaurus 
users to the term being consulted The note. 
Narrower Term, is used to name ^11 terms hier- 
archically connected to the consultel term, one 
level be. jw it. Broader Term names tht term hier- 
archically one level higher than the cons ilted term; 
if no broader term is specified, the consulted term 
forms the beginning of a hierarchic chain, and there- 
fore no broader term exists for it. The fourth note. 
Related Term, names other terms which might be 
used as additional or substitute index and search 
terms. The following is an example: 
LEG 

Refer from: Ankle, Lower Extremity 
Narrower Term: Foot 
Broader Term: Limbs 
Related Term: Artificial Limbs 

Use of the Three Thesaurus Arrangements 

Selection of the appropriate section depends on 
need. 

The most f- quently used arrangement will 
probably be the alphabetic list (Section 1) because 
its main function is to inform the thesaurus user of 
whether or not a given term is accepteu as a system 
term; if it can be located through alphabetic lookup 
but h not a system term, the user is referred to the 
term to be Msed. When a system term is located, 
various ::-lationships made explicit through notes 
^ccoDp myin.', it help the user decide whether to 
use .he consulted term or alternatively one of the 
terms sug^c.^ted by the notes. 

The hierarchic arrangement (Section 2) provides 
a "logical" approach to relationships among terms. 
Consultation of the hierarchic arrangement reveals 
the framework according to which the systi,m 
mguage is structured; thus, as was mentioned 
:arlier, overview of all first-level terms demon- 
strates that man's social system is taken as the 
underiying classificatory concept, and that the 
hierarchy is divided into the classic system sub- 
divisions of (1) ii.put, (2) processing(3) output, and 
(4) feedback and control. Given the rationale on 
which the system is built, one can soon realize why 



a particular term is missing or recognize the 
intended meaning of a listed term. 

The function of the word index to multiword 
terms (Section 3) is to make explicit all contexts in 
which either system terms or Use terms occur: 
for example, all uses of the word "rehabilitation," 
to form terms such as * rehabilitation agencies," 
"vocational rehabilitation," and "cosmetic re- 
habilitation." 



Some Facts About the Construction of This 
Thesaurus 

Insofar as possible, term selection and note for- 
mation for this thesaurus follow the proposed 
"Guidelines for Thesaurus Structure, Construction 
and Use" of the American National Standards 
Institute. 

Term selection was made from an alphabetic 
computer-prepared list of words used in (1) raw 
indexing terms, (2) report titles, and (3) research 
project descriptions. The raw materials are to be 
used in computer-aided indexing of approximately 
2,235 report descriptions for the cumulaMve index 
SRS Research. Each word on the computer-pro- 
duced list was accompanied by the two words 
preceding it and the two following it. The five-word 
strings provided contextual information with which 
to make numerous decisions regarding word usage 
and word interrelationships. 

After term selection was completed and Use 
references made, the human compiler constructed 
the hierarchy for the approximately 850 accepted 
system terms. Following this. Broader Term and 
Narrower Term notes were humanly constructed 
for each system term; Related Term notes were 
made as they occurred to the compiler, aided by a 
team of social science professionals who reviewed 
the preliminary thesaurus draft. These dai a 
were keypunched and a series of error detection 
programs was run by computer to locate ortho- 
graphic or logical inconsistencies and other types of 
error. Automatic error detection made error 
correction relatively simple; punched cards were 
manually altered or replaced as necessary. A 
machine version of the thesaurus was constructed 
which contains instructions such as "attitude 
Use attitudes" or "rehabilitative Use i ehabilitatkMi." 
Instructions to make such transfonrations, too 
trivial to be useful in the human-readable version of 
the thesaurus, were restricted to machine use only. 



IV 



Using ''clean" data and oniy data intended T^r 
inclusion in the human-readable version of the 
thesaurus, a computer program create J the Hrfer 
from notes, using as raw material the Use notes 
supplied by the compiler. Also, it made reciprocal 
all Related Term relationships specified; tha^ is, 
if the compiler noted that ''artificial limbs" was a 
related term to "leg," then *he computer made 
certaiii that "leg" was noted as c related term to 
"artificial limbs." The computer constructed the 
hierarchical arrangement of the thesaurus from the 
individual term notes. Matching the machine's 
product against a human-prepared hierarchy served 
as an easy check on whether all Broader Term and 
Narrower Term notes were complete and correct. 
A program also constructed the word index to 
multiword terms. (See section 3.) 

The total number of system terms in this thesau- 
rus is 844; the number of Use terms in the com- 
puter-readable version is 2,964, of which 1,147 are 
printed in this thesaurus. To facilitate computer 
processing, the hierarchy was arbitrarily limited to 



four levels. With few exceptions, which the thesau- 
rus user nay come to note, they accommodated 
the system terminology appropriately. 

In accordance with UNESCO recommendations, 
a copy of this thesaurus has been placed on deposit 
at the Bibliographic Systems Center, School of 
Library Science. Case Western Reserve University, 
Cleveland, Ohio 44106. 

Future Plans for This Thesaurus 

Computer-aided preparation of SRS indexes, 
making automated use of this thesaurus, is planned 
for the future. Methods similar to those described 
here are expected to be used to update the com- 
puter-readable thesaurus each time it is used to 
process a new body of data. The rate of change of 
the SRS-related language will determine when a 
new human-read'ible edition of the thesaurus is 
needed. Suggested changes in the thesaurjs are 
welcomed by the SRS office at any time, as are 
comments from satisfied users. 



Alphabetic Thesaurus 



ABILITY 

Rfferfrom COMPETENCE. INABILITY 
Broader term Human Re!»ourccs 

Related terms Acceptance. Aptitude. Behavior. Capacit>. 
CreatiMty. Educability. Einplo>abilit> . H« alth. Intelligence. 
Manpower. Personality. Potentul. Senses Skill 

ABNORMAL 

Vse DYSFUNCTIONS 

ABROAD 

Use COUNTRIES 

ABSTRACTS 

Use DOCUMENTS 

ACCEPTANCK 

Broader term Behavior 

Related tern's Abihtv. Atlaudes, Behavior Modification. 
Confrontai\>n. Life bl>le. Motivation. Passivity. Per- 
formance. Resistance. Responses. Socialization 

ACCESSIBILITY 

Use AVAILABILITY 

ACCIDENTS 

Refer from INDUSTRIAL ACCIDENTS 
Broader tt rr» Dysfunctions 

Related terms Barriers, Compensation, Disaster. Hazards. In- 
juries. Obstacles. Prevention. Safety 

ACCOUNTING 

Refer from COST ACCOUNTING. INVENTORIES 
Broader term Financial Administration 

Related terms Budgeting. Costs. Expenditures; Funding. 
Grants. Pensions. Savings 

ACCREDITATION 

Broader term Control 

Related terms Admission. Certification. Eligihihty. Facilita- 
tion. Licensing. Requirements. Rules. Validation 

ACHIEVEMENT 

Narrovt er terms Vocational Achievt nient 
Broader tern. Behavior 

Related terms Behavior Modification. Education. Life Style. 
Performance. Product. vity. Responses 

ACOUSTICS 

Broader term Physical Sciences 

Related terms Audiology. Audiometry. Ear. Hearing. Sound 

ACTIVITIES 

Use PROCESSES 

ACTIVITIES OF DAILY LIVING 
Refer from ADL 
Broadet term Normal Functions 

Related terms Dependency, Disabled. Homcbound. Living 
Conditions 

ACTUATOR 

Use COMPONENTS 

ADAPTABILIT\ 

Use ADAPTATION 



ADAPTATION 

Refer from ADAPTABILITY. CONFORMANCE 
Broader term Change 

Related terms Adjustment, Behavior. Correction. Improve- 
ment. Innovation. Modific<ition. Transformation. Transition 

ADC 

Use AFDC 

ADDICTION 

Refer from HABITUATION 

Xarrower terms Alcoholism 

Broader term Disorders 

Related terms Addicts, Alcoholics. Drugs 

ADDICTS 

Narrower terms Alcoholics 
Broader term Dysfunctional .^er<ons 
Related terms Addiction; Alcoholi6 i. Drugs 

ADEQUACY 

Broader term Conditions 
Related terms Measures 

ADJUSTMENT 

Referfrom MALADJUSTED 

Narrower terms Personal Adjustment. Social Adjustment. 

Work Adjustment 
Broader term' Change 

Related terms Adaptation. Behavior. Correction. Improve- 
ment. Innovation. Modification. Psychotherapy. Transfor- 
mation. Transition 

ADL 

Use ACTIVITIES OF DAILY LIVING 

ADMINISTRATION 

Referfrom COORDINATING, DEPARTMENTAL FUNC- 
TION. DIRECTING. MANAGEMENT, SUPERVISION 

Narrower terms Administrators. Charge. Control. Finance, 
Government. Planning; Social Welfare, Social Welfare Ser- 
vices 

Related terms Allocation. Communication. Coordination; 
Decision. Environment. Goals. Output. PoIichs. Processes, 
Research, Resources 

ADMINISTRATORS 

Narrower terms Change Agents. Coordinators. Directors; 

Evaluators, Supervisors 
Broader term Administration 

Related terms Change, Control. Finance, Government, 
Planning, Social Welfare. Social Welfare Services 

ADMISSION 

Broader term Control 

Related terms Accreditation, Applicants, Case History. Cer- 
tification. Clients, Data, Discharge. Eligibility. Evaluation, 
Facilitation. Information, Institutionalization. Investigators, 
Licensing, Referral, Requirements, Validation 

ADOLESCENCE 
Use CHILDREN 

ADOLESCENTS 
Use CHILDREN 
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ADOPTION 

Broadrr term Famil\ Services 

Related terms Child Care. Children, Poster Care I 
Parents 

ADLLT EDLCATION 

Broader term Education 

Related terms Adults. Consumer Education. Continuing Edu- 
cation. Courses. Curriculum. Graduate Education, Instruc- 
tion. Internship. Medical Education. Pubhc Education So- 
cial Work Education. Special Education 
ADtXTS 

Refer from MID LIFE 

^arro^^er terms Aged. Olde- AduK Young Adulfs 
Broader term Population 

Related terms Adult Education. Culture. Dvslunct.onal Per- 
sons, Men. Occupations. Parents. Professions. Women 
ADVICF 

I'se «;0LNSELI\G 
ADVISE 

Vse COUNSELING 

AEROSPACE 

Vse SPACE 

AFDC 

Refer from ADC 

Broader term FamiK Services 

Related terms Aid.' Child Care. Child Wettare. Famil.es 
Financial Aid. Foster Care 

AFTERCARE 

Ise HEALTH CARE 
AGED 

Refer from ELDERLY. SENtSCEN F 
Broader term Adults 

Related terms Agmg. Chronic Ulnes.s. Clients. Dxsfunuional 
Perst)ns. Financial Aid. Geriatrics. Health ^arr 
Home bound. Older Adults. Pensions. Retirement C lai 
Security. Social Welfare Services. Workers 
AGENCIES 

Refer from SOCIAL AGENCIES 

Sarro^er terms Rehabihtat.on Agenc.es. Social Securitx. 

State Agencies. Welfa e Agencies 
Broader term Social Welfare Services 

Related terms Boards. Casework. Clearinghouse. Famil) Ser- 
vices. Government. Rehabilitation. Voluntary Services 
AGING 

Broader term Ph)su»;ogy 

Related terms Aged. Brain Damage. Cerebrovascular D.sor- 
ders. Disorders, Dy functions. Geriatrics 

AGRICULTURE 

Vse OCCUPATIONS 
AHA3IA 

Related terms Cerebrovascular Disorders 
AID 

Refer from /ASSIST 

XarroHer terms Fmancial Aid, Legal Aid 
Broader term .Social Welfare Services 

Related temn Afdc. Aides, Aids, Casework. Dysfunctional 
Persons. Family Services, Grants 
AIDES 

^'t'J^T -ASSISTANTS. TEACHE'^ AIDES. TRAINING 
AIDES 

Broader term Paraprofcssions 
Related terms Aid. Staff Training. Technicians 



AIDS 

''lAPrr' DMUIS fllDIRS SHOIS 

\ arrows er tcrnn Audiovisual A.ds Readers, rraining Aids 
Hnnider term f-quipment 

Relutid terms Aid, Documents, I du.aiu n. ■-IccIi.miks 
Equipment. Information. Orthoses PriMhct vch. Jita- 
tion. lechnicians Ihcrapy 

ALABAMA 

i \e FIELD 

ALA.SKA 
t w FIELD 

ALBANY 

C M' FIELD 

ALBIQIKRQIK 

C w FIELD 

ALCOHOLICS 

Broader term Addicts 
iU'lated tern's Addiction 

ALCOHOLISM 

Bfiuder term .Addiction 
Related terms Addicts 

ALIENATION 

Brnader term Dystunetions 

Related terms Behavu^r. ConHict. CcMilrontation, f-amil.Cs 
Loneliness 

ALLERGIC DISORDERS 

Broader term Disorders 

Related terms Asthma. Chrome Illness 



ALLOCATION 

Broader term Distribution 

Related terms Admmistr.Uion, Delivery. Distribution, Fund- 
ing, Marketing. Production, Resources, Social Welfare Scr- 
Vices 

AVIBLLATION 

Refer frotn GAII. WALKING 
Broadrt term Movement 

Related terms Mobility. Orthoses Phvs.cal Thcrapx 
Pro the tics ' ' 

A\!ERICANS 

f ETHNIC GROLPS 

AMPITATION 

Reftr Jrom STLMP 
Broodi'r term Surgery 

Related tnms Amputees, Artihcial Limbs, Crvotherapv 
Neurosurgery. Prosthesis 

AMPlTEES 

Refer from PHANIOM 
Broader term Disabled 

Related terms Amputation, Disabled Workers, Homebound 
Severely Disabled 

ANALYSIS 

Refer from ANALYSTS 

Xarnnser terms Comparison, Cost Analysis, Factor AnaKsr 
Harnionic Analysis, Job Analysis. Operations Research 
Psychoanalysis. Systems Analysis 

Broader term Evaluation 

Related terms Crneria. Demonstration, Evaluate. Indicators 
Longitudmal Study. Measure. Measures. Program Studies' 
Psychiatric Evaluation. Statistics, Surveys, Tests 
ANAL>STS 

( \e ANAI YSIS 
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AmrUDES 



A\ATO\l\ 

ANKSTHKSIA 

Lse DRLGS 

AMMALS 

Refer frniu CAT DOCi 
Summer terms CiutJc Dugs 
HrauJer lerm Popul.ttton 

ANKLE 

L'se LKG 

ANTHROPOLOGY 

BntuJcr lernt BehjMoral Sciontcs 

Related terms Criminology Culture, f-ihnic Gmups 
Psycholog) 

ANTHROPOMETRICS 

Lh' body 

ANXIETY 

isc tMOIIONAI DISORDLRS 

APARTMENTS 

I se 'A\ \\0 hACILIIILS 

APHASIA 

Broader te,m CiitnmuniLattiMi Disorders 
Related terms Aohdsics, Language Disorder's, Speech Disor- 
ders, Speech I hcrapy, Sirtike 

APHASICS 

Broader k rm Disabled 
Related terttis Aphasia 

APLASIA 

Broader ivrm Congenital Detects 

APPALACHIA 

I'se DFPRKSSKD ARhAS 

APPLIA>CES 

i se PHYSICAL IHERAPY 

APFL'.CANTS 

tWit'\'er tvrm Clicnt«» 

Rela vd terms A ('mission Migibilit>, Evjluatum, Rcquirc- 
men 

A PPI IC ATION 

\arri*Aer terms CnHsumptiun Utilization 
Rroaucr term Processes 

APPRAISE 

I'se LVAI LAPK 

APPROACH 

Isi i'ROChSSLS 

APTIT\ DE 

Broader term Pofjntial 

Related terms Abilitx. Creati\it>, Lducability. HniployabilitN . 
Rehab litation Potential. Skill. Vtv atiunal Poien ul 

ARCHITECTURAL BARRIERS 

Broader term Barriers 

ARCHITECTCRE 

Refer from BUILDINGS 

Broader terr>t Engineering 

Ri'lafed terfus Construction. Plaining 

ARGININE 

Lse SCBSTANCIS 



ARIZONA 

I se riLLD 

ARKANSAS 
ARM 

Refer from BRACHIAL, KOREARN'. LPP,H hXIRLMin 

Hntader term Limbs 

Related terms Artificial Limbs. Hand 

ARTERIAL 

i .( CARDIOVASCULAR S^SIEM 

ARTHRITIS 

Refer j'om KHLL MA I OID ARThRI TLS 
Braadtr term Disorders 

Rt'lued terms Connective Tissue Disorders. Joints, Neu- 
romuscula' Disorders. Rheumatic Disorders 

ARTICt'LATION 

lse SPEECH 

ARTL ICIAL LIMBS 

Brm de^ term Prosthetics 

Rflati'A I. ms Amputation. Arm, Leg, Limbs 

ARTS 

Refer fro DRAMA. MUSIC. SCULPTURE. THEATRICAL 

Brooder term Occupations 

Related terms Crcativit>, Occupational Therapy 

ASPIRATIONS 

Vse GOALS 

ASSE.SS 

Vse EVALUATE 

ASSESSMENT 

Use EVALUAIION 

ASSIST 

lse AID 

ASSISTANCE GRANTS 

I se FINANCIAL AID 

ASSISTANTS 

I se AIDES 

ASSISTIVE DEVICES 
Vse AIDS 

ASSOCIATION 

Vse RELATIONS 

ASSOCIATIONS 

Vse ORGANIZATIONS 

ASTHMA 

Broader term Pulmonary Disorders 

Related terms Allergic Disorders, Emphysema 

ATAfcAXIC 

Vse DRUGS 

ATHETOID 

Vse NtOVEMENT 

ATLANTA 

Vse FIELD 

ATTITUDES 

Refer from OUTLOOK, SOUND ATTITUDES 

Sarro\ser terms Commitment, Employer Attitudes, Morale. 

Opinion. Paicntal Attitudes 
Broader term Orientation 

Related terms Acceptance, Bias, Judgment, Morals. Motua* 
tion 



AUDIBLE 
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AUDIBLE 

Vie HEARING 

AUDIOLOGY 

Refer from AUDITION 
Broader term Physiology 

Related terms Acoustics, Audiometry. Deaf, Deafness, Ear, 
Hearing, Hearing Aids, Sensory System, Sound 

AUDIOMETRY 

Refer from AUDITORY FEEDBACK 
Broader term Measure 

Related terms Acoustics, Audiology, Deafness, Ear, Hca ing. 
Hearing Aids 

AUDIOVISUAL AIDS 

Refer from CASSETTE, DISC PLAYER, DRAWINGS, 
EDUCATIONAL TELEVISION, FILM, GRAPHICS, 
GRAPHS, ILLUSTRATIONS, KINESCOPES, LINE DIA- 
GRAMS, MAPS, MOTION PICTURE, MOVIE, PHONO- 
GRAPH, RECORDED BOOKS, TALKING BOOK, 
TELEVISION, VIDEOTAPE, VISUAL AIDS, VISUAL 
DISPLAY 

Broader term Aids 

Related terms Blindness, Communication Disorders, Eye, 
Hearing Aids, La.nguage, Libraries, Readers, Reading, Vi- 
sion 

AUDITION 

Vse AUDIOLOGY 

AUDITORY 

V^e HEARING 

AUDITORY CUES 
Vse HEARING 

AUDITORY FEEDBACK 

Use AUDIOMETRY 

AURAL 

Vse HEARING 

AURALLY HANDICAPPED 

Vse HEARING DISORDERS 

AUSTRALIA 

Vse COUNTRIES 

AUTOMATION 

Broader term Processes 

Related lerms Computer. Data Processing, Unemployment 
AUTOMOblLE 

Broader term Equipment 
Related terms Mobility, Operate 

AUTOPROSTHESIS 

Vse PROSTHESIS 

AVAILABILITY 

Rffrrfrom ACCESSIBILITY 

Broader term Conditions 

Related terms Readiness, Resources 

AVOCATION 

Vse OCCUPATIONS 

AWARENESS 

Vse COGNITION 

AXONS 

Use NERVES 

BALTIMORE 

Use FIELD 



BARRIERS 

X'arrower ,er'ns Architectural Barriers 
Brtfuder term Lvsfunctiuns 

Related ter is Accident**, Construction, Ha7a;ds, Inhihitton, 
Obstacles 

BEHAVIOR 

Refer from COMPLIANCE, PSYCHOSOCIAL 
Narrower terms Acceptance, Achievement, Behavior Modifi- 
cation, Confrontation, Life Style, Passivity, Performance, 
Playing, Productivity. Prostitution, Protection, Resistance, 
Responses, Smoking, Socialization, Suicide 
Brttader term Processes 

Related terms Ability, Adaptation, Adjustment, Alienation, 
Behavior Disorders, Behavioral Sciences, Competition. 
Conditioning, Cooperation, Delinquency, Dynamics. 
Dysfunctional Persons, Emotional Disorders, Emotions. 
Evaluation, Humanitarianism, Maturity, Morals, Motiva- 
tion, Operant Conditioning, Personal Adjustment, Per- 
sonaht). Potential, Rejection, Relations, Reliability, Tests 

BEHAVIOR DISORDERS 

Refer from BEHAVIOR PROBLEMS 
Broader term Disorders 

Related terms Behavior, Behavior Modification, Fmotionat 
Disorders, Mentit Disorders 

BEHAVIOR MODIFICATION 

Refer from BEHAVIOR THERAPY 
Broader term Behavior 

Related term's Acceptance, Achievement, Behavior Disor- 
ders, Change, Conditioning, Correction, Halfway House. 
Modification, Socialization, Work Adjustment 

BEHAVIOR PROBLEMS 

Use BEHAVIOR DISORDERS 

BEHAVIOR THERAP\ 

Use BEHAVK>R MODIFICATION 

BEHAVIORAL SCIENCES 

Refer from SOCIOLOGICAL, SOCICPSYCHOLOGIC 
Narrower terms Anthropology, Criminology, Psychology 
Broader term Knowledge Areas 
Related terms Behavior, Psy.hometncs, Sociometry 

BELGRADE PROSTHESIS 

Use PROSTHETICS 

BELL*S PALSY 
Use PARALYSIS 

BENEFICIARIES 

Broader term Clients 

Related terms Benefits, Compensation, Finance, Insurance, 
Pensions, Recipients. Rehabilitants. Social Security, 
Veterans, Wo-kmcns Compensation 

BENEFITS 

Refer from DISABILITY BENEFITS 
Broader term Social Welfare Services 

Related terms Beneficiaries. Compensation. Financial A'd. 
Insurance 

BERYLLIUM 

Broader term Substances 

BIAS 

Refer from PRFJUDICE 
Broader term Judgment 

Related terms Attitudes, Commitment. Discrimination. 
Evaluation. Opinion. Research. Segregation. Stereotypes 
BIBLIOGRAPHY 
Use DOCUMENTS 
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BlLINGtAL 

Lsf LANGUAGfc 

BIOCHEMISTRY 

Sarrovicr terms Rlcctrochcmistr> 

Broader term Knowledge Areas 

Related terms Body. Medicine. Nuirilion. Ph>siolog> 

BIOENGINEERING 

Refer from BIOMFCHANICS 
Broader term Engineering 

Related terms Elect -icil>. Eicctrochcmistr>. Electronics. 
Bquipmcnt. Mechanics, Movement. Physical Therapy. 
Rehabilitation EngineCiing 

BIOGRAPHICAL DATA 

Refer from RE'^I RENCES 
Broader term I Mta 

Related terms Ci'se History. Case Studies. Client Charac- 
tcnstics. Documents. Records 

BIOMECHANICS 

Vse BIOENGINEERING 

BIOMEDICAL 

Vse MEDICINE 

BIRTH 

Refer from BIR I H CONTROL 
Broader term Physiology 

Related lerms Congenital Defects, Family Planning 

BIRTH CONTROL 
Vse BIR FN 

BIRTH DEFECTS 

Vse CONGENITAL DEFECTS 

BLACKS 

Vse ETHNIC GROUPS 

BLADDER 

Refer from MICTURITION. NEUROGENIC BLADDER 
Broader term Urinary Tract 

BLIND 

Broader term Disabled 

Related terms Blindness. Braille. Cane. Congenital Deu'.ts. 
Deaf. Disabled Workers, Guide Dogs. Mobility Multiple 
Disabilities 

BLiyDNESS 

Broader term Visual Disorders 

Related terms Audiovisual Aids. Blind. Cane. Sensory Aids 

BLOOD 

Broader term Body Fluids 

Related terms Cardiovascular System 

BLOOD FLO\\ 

Refer from CIRCULATORY. PLETHYSMOGRAPHY 
Broader term Physiology 

Related terms Cardiovascular Disorders. Cardiovascular 
System. Edema. Hematoma. Hemophilia 

BLUE COLLAR WORKERS 

Broader term Workers 

Related terms White Collar Workers 

BOARDS 

Refer from COMMISSIONS COtjNCIL 
Broader term Organizations 

Related terms Agen cies. Committees. Community Organiza- 
tion 



BODY 

Refer from ANATOMY. ANTHROPOMETRICS. PHYSI 
CAL CONDITION. SOMATIC. SOMATOTYPE 

Sorrower terms Body Fluids. Breast. Cardiovascular System. 
Gastrointestinal System. Head. Larynx. Limbs. Muscu- 
lo>kcletal System. Neck. Nervous System. Sensory System. 
Skin. Tissue. Urinary Tract 

Broader term Resources 

Related terms Biochemistry. Medicine. Physiology. Posture 

BODY FLUIDS 

Refer from ELECTROLYTES 
S'arrow er ttrnis BKhhJ 
Broader term f»ody 
Related terms I dema 

BONES 

Refer from FUSION. MASTOID. PELVIS 
Broader term Musculoskeletal System 

Related terms Conduction, Connective Tissue. Fractures. 
Joints, Laminectomy. Mu«cles, Orthopedics. Spinet Tendon 

BOOKS 

Vse DOCUMENTS 

BOSTON 

Vse FIELD 

BOYS 

Vse CHILDREN 

BRACES 

Broader term Orthoses 
Related terms Splints 

BRACHIAL 

Vse ARM 

BRACHIAL PLEXUS 

Vse NERVES 

BRACING 

Vse ORTHOSIS 

BRAILLE 

Broader term Language 

Related terms Blirt*. Documents. English, Reading. Touch, 
Writing 

BRAIN 

Refer fn>m LOBECTOMY. MOTOR CORTEX, TEM- 
PORAL LOBE, THALAMUS 
Rnfoder term Nervous System 

Related terms Nerves, Neurosurgery, Sensory System, Spinal 
Cord 

BRAIN DAMAGE 

Broader tert.i Injuries 

Related terms Aging. Intelligence, Memory, Mental Retarda- 
tion, Spinal Cord Injury, StroKe 

BREAST 

Refer from MASTECTOMY 
Broader term Body 
Related terms Canter 

BRII>GEPORT 

Vst FIELD 

BRITISH 

IJse COUNTRIES 

BROCHURES 

Vm documcms 

BitOCKTON 

Vse FIELD 



BRONCHITIS 
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BRONCHITIS 

Lsr PULMONARY DISORDI RS 

BtDGETlNG 

Broader term Financial Administration 

Related terms Accounting. Expcnduurcs. Funding. Gi3nts. 
Pensions. Savings 

BtlLDINGS 

V%e ARCHITECTURE 

BIRNS 

Brttader term Injuric*: 

Related terms Facial Disfigurement 

BURTON ACT 

HOSPITALS 

BtSINESS 

Refer from COViPANIES 
Broader term Organizations 

Related terms Cooperatives. Finance. Industrie*. Industiy. 
Manufacturing. ^fJrketlng 

CALIFORNIA 

Use FIELD 

CALISTHENICS 

Vse EXERCISE 

CAMPS 

Broader r^rm Recreation 
Related t rms Counselors. Group 

CANCER 

Broader 'erm Disorders 

Related terms Breast. Ileostomy. Irradiation. Laryngectomy. 
Su'g- > 

CANE 

Refer from ELECTRONIC CANE 

Broader term Orthoses 

Related terms Blind. Blindness. Mobility 

CANE TECHNIQUES 

Broader ter^t Physical Therapy 
Related terms- MobiIit>. Orthoses 

CAPABILITIES 

Use CAPACITY 

CAPACITY 

Refer from CAPABILITIES. INCAPABLE. INCAPACITY. 

PROFICIENCY 
Broader term Measures 
Related terms Ability. Disabled. Effect'veness 

CARDIAC FUNCTION 
Refer from CARDIOLOGY. CORONARY. HEART; 
MITRAL 

Broader term Physiology 

Related terms Cardiac Surgery. Electrophysiology. Heart Dis- 
orders 

CARDIAC SURGERY 

Broader term Surgery 

Related terms Cardiac Function. Heart Disorders 
CARDIACS 

Use HEART DISORDERS 

CARDIOLOGY 

Use CARDIAC FUNCTION 

CARDIOVASCULAR DISORDERS 

Refer from CARDIOVASCUi AR PROBLEMS. CIRCULA- 
TORY DISORDERS. HEMAkTHROSES. 



HEMORRHAGE. H YPER I liNSION. ISCHEMIA. 

VASCULAR DISEASl. VASCULAR INSUFFICIENCY 
Sarnmer terms Cerehro\ascular Disorders. Edema. Heart 

Disorders. Hematoma. Stroke 
Broader term Disorders 

Related terms Blood Flow. Cardiovascular System. Con- 
genital Defects. Occlusion 

CARDIOVASCULAR PROBLEMS 

Vse CARDIOVASCULAR DISORDERS 
CARDIOVASCtLAR SYSTEM 
Refer from ARTERIAL 
Broader term ?k>dy 

Relu ed terms Blood. Blood Flow. Cardiovascular Disorders. 
Electrocardiorgram 

CARE 

Vse FAMILY SERVICES 

CAREERS 

Use OCCUPATIONS 

CASE 

Use CLIENTS 

CASE HISTORY 
Refer from CASE REPORTS. CASEFINDINGS 
Broader !erm Data 

Related terms Admission. Biographical Data. Case Studies. 
Casework. Characteristics. Client Characteristics. Docu- 
ments; Records 

CASE MANAGEMENT 

Broader term Casework 

Related terms Case Studies. Caseload 

CASE REPORTS 

Use CASE HISTORY 

CASE STUDIES 

Broader term Data 

Re fated terms Biographical Data; Case History. Case 
Management. Casework. Characteristics: Client Charac- 
tenstics. Collection. Documents. Evaluation. Follow Up 

CASE WORK 

Related terms Interviewing 

CASEnNDINGS 

Use CASE HISTORY 

CASELOAD 
Refer from CASELOAD MANAGEMENT 
BrtHider term Casework 

Related terms Case Management. Clients. Social Workers 

CASEI OAD MANAGEMENT 

Use CASELOAD 

CASEWORK 

Refer from SOCIAL CASEWORK 
Sarronet terms Case Management. Caseload 
Broader term Social Welfare Services 

Related terms Agencies. Aid. Cpse History. Case Studies. 
Clients. Community Organization. Counseling. Evaluation. 
Famil> Services; Interviewing. Placement. Programs. Pro- 
tective Services. Referral. Rehabilitation. Social Work. So- 
cial Workers. Teamwork 

CASH 

Use FINANCE 

CASSETTE 

Vse AUDIOVISUAL AIDS 
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CIRCUITRY 



CAT 

Usf ANIM\LS 

CATALOG 

Use DOCUMENTS 

CATEGORIES 

Usr CLASSIFICATION 

CATHETER 

Use EQUIPMENT 

CAUSES 

Refer from DETERMINANTS 
Broader term ' Interactions 

Related terms Conditions, Correlation, Effects, Evaluation, 
Prediction 

CENSUS 

Broader term Data 

Related terms Demography, Population, Statistics 
CENTERS 

Narrower terms Comprehensive Centers, Occupational 
Training Centers, Rehabilitation Centers, Residential Cen- 
ters 

Broader term: Facilities 

Related terms Clearinghouse, Clinic, Hospitals, Institutions, 
Living Facilities; Patients, Prevocational Services, Reha- 
bilitation, Rehabilitation Agencies, Schools, Social Welfare 
Se rvices 

CENTRAL NERVOUS SYSTEM 
Use NERVOUS SYSTEM 

CENTRALIZATION 

Use STRUCTURE 

CEREBRAL PALSY 

Broader ternt Congenital Defects 

CEREBROVASCULAR ACCIDENT 

Vse. CEREBROVASCULAR DISOROERS 

CEREBROVASCULAR DISORDERS 

Refer from CEREBROVASCULAR ACCIDENT 
Broader term Cardiovascular Disorders 
Related terms Aging, Ahasia, Hemiplegia, Stroke 

CERTIFICATION 

Broader term Control 

Related terms Accreditation, Admission, Eligibility, 
Licensing, Standards, Validation 

CHANGE 

Refer from CONVERSION, EMERGENCE, REFORM 
Narrower terms Adaptation, Adjustment, Correction, Im- 
provement, Innovation, Modification, Transformation, 
Transition 
Broader term. Administration 

Related terms Administrators, Behavior Modification, 
Dynamics 

CHANGE AGENTS 

Broader term Administrators 

Related terms Coordinators, Innovation, Research Utilization 

CHARACTER DISORDER 

Use MENTAL DISORDERS 

CHARACTERISTICS 

Narrower terms' Client Characteristics 
Broader term. Evaluation 

Related terms Case History. Case Studies; Demography, 
Evaluation, Meaiiurcs 



CHARTS 

Use DOCUMENTS 

CHATANOOGA 

Use FIELD 

ttr^llCAL CONTROL 

CHEMOTHERAPY 

CHfc.MOSURGERY 

Referfrom CHEMOTHALECTOMY 

Broader term Surgery 

Related terms Parkinson's Disease 

CHEMOTHALECTOMY 

Use CHEMOSURGERY 

CHEMOTHERAPY 

Referfrom CHEMICAL CONTROL 
Broader term Therapy 
Related terms Drugs 

CHICAGO 

Use FIELD 

CHICANO 

Use ETHNIC GROUPS 

CHILD CARE 

Referfrom- GUARDIANSHIP 
Broader term Family Services 

Related terms Adoption, Afdc, Child Welfare, Children. Day 
Care, Family Planning, Foster Care« Houseparents. Parents, 
Protective Services 

CHILD DEVELOPMENT 

Use CHILDREN 

CHILD WELFARE 

Broader term Social Welfare 

Related terms Afdc, Child Care, Children, Family Services, 
Health Care, Parents, Protective Services 

CHILDHOOD 

Use CHILDREN 

CHILDREN 

Refer from ADOLESCENCE, ADOLESCENTS, BOYS, 
CHILD DEVELOPMENT, CHILDHOOD, INFANTS, 
SCHOr»L AGE, YOUNGSTERS 

Broader term Population 

Related terms Adoption, Child Care, Child Welfare; Clients, 
Culture, Dependency, Families, Family Planning. Juvenile 
Delinquency, Parents. Protective Services. Young Adults 

CHOICE 

Use DECISION 

CHRONIC CONDITIONS 

Broader term Dysfunctions 
Related terms Chronic Illness 

CHRONIC ILLNESS 

Referfrom CHRONICALLY ILL 
Broader term Disorders 

Related terms Aged, Allergic Disorders. Chronic Conditions 

CHRONIC Al '.Y ILL 

Use CHR. vIIC ILLNESS 

CINCINATTI 

Use FIELD 

CINEFLUOROSCOPY 

Use DIAGNOSIS 

CIRCUITRY 

U^e ELECTRONICS 
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CIRCULATORY 

Use BLOOD FLOW 

CIRCULATORY DISORDERS 

Vse CARDIOVASCULAR DISORDERS 

CITIZENS 

Broader term Population 
Related terms Culture 

CITY 

Refer from CONCRETE JUNGLE. METROPOLITAN, MU- 
NICIPALITIES. URBAN. URBAN RENEWAL 
Broader term Geographic Areas 

Related terms Community. Counties, Depressed Areas. Field. 
Ghetto, Parishes, Regions, Settlements. Suburban 

CIVIC GROUPS 

Broader term Organizations 

Related terms Committees, Community. Community Or- 
ganization. Community Relations, Volunteers 

CIVIL LIBERTY 

Broader term Rights 
Related terms JusUce, Rules 

CIVIL SERVICE 

Broader term Organizations 

CLASSES 

Refer from SOCIAL CLASS 
Broader term Population 

Related terms Culture, Income; Socioeconomics 

CLASSIFICATION 

Refer from CATEGORIES, CODE, DIFFERENT TYPCS, 
DIFFERENTIAL ASPECTS, DIFFERENTIATING, 
NOMENCLXTURE, TYPES, TYPOLOGY 

^ irroner terms Identification, Patterns, Work Classification 

Broader term Processes 

Ri,ated terms Discrimination, Evaluation, Role, Structure 

CLEARINGHOUSE 

Broader term Organizations 
Related terms Agencies, Centers 

CLEFT PALATE 

Broader term Congenital Defects 

Related terms Communication Disorders, Speech Therapy 

CLERMONT 

Use FIELD 

CLEVELAND 

Use FIELD 

CLIENT CHARACTERISTICS 

Refer fr mi PATIENT CHARACTERISTICS 
Broader '*'rm Characteristics 

Related ferms Biographical Daia, Case History, Case Studies, 
Recipients 

CLIENTS 

Refer from CASE, COUNSELEES, INTAKE, PEOPLE 
Narrower terms Applicants, Beneficiaries, Recipients, Reha- 
h.litants 

Broader term Social Welfare Services 

Related terms Admission, Aged, Caseload, Casework, Chil- 
dren. Consumer, Counseling, Disadvantaged, Dysfunctional 
Persons, Eligibility, Follow Up, Parents, Patients, Referral, 
Screening, Social Welfare Services 

CLINIC 

Broader term Facilities 

Related terms Centers, Hospital. Hospitals, Medicine, Outpa- 
tients 



CLOTHING 

Use EQUIPMENT 

CLUB 

Use FACILITIES 

CLUB FOOT 

Use TALIPES 

CLUSTER ANALYSIS 

Use FACTOR ANALYSIS 

CODE 

Use CLASSIFICATION 

COGNITION 

Refer from AWARENESS, PERCEIVED, PERCEPTION, 

RECOGNITION, SPACE PERCEPTION 
Broader term Intelligence 

Related terms Comprehension, Discrimination, Learning, Ob- 
stacles, Reasoning, Senses 

COGNITIONN 

Related terms Space 

COHESION 

Use STRUCTURE 

COLD 

Use TEMPERATURE 

COLITIS 

Broader term Disorders 

Related terms Colostomy, Gastrointestinal System 

COLLABORATION 

Use COOPERATION 

COLLECTION 

Broader term Distribution 

Related terms Case Studies, Data, Documents, Exhibits, In- 
formation, investigators. Libraries, Museums 

COLLEGE 

Refer from UNDERGRADUATE 
Broader term Schools 

Related terms Curriculum, Educators, Employment Of Facul- 
ty, Schools Of Social Work, Students, Universities 

COLLEGE FACULTY 

Use EDUCATORS 

COLLEGE STUDENTS 

Use STUDENTS 

COLORADO 

L'se FIELD 

COLOSTOMY 

Broader term Surgery 

Related terms Cohtis, Gastrointestinal System, lleosto-^, 

COMMISSIONS 

Use BOARDS 

COMMITMENT 

Broader term Attitudes 

Related terms Bias, Morale, Motivation, Opinion 

COMMITTEES 

Broader term Organizations 
Related terms Boards, Civic Groups 

COMMUNICATION 

Refer from CONVERSATION, DISCUSSION, DISCUSSION 
GROUPS, MAIL 

MarroHer tcrtns Conferences, Dissemination, Exhibits, Feed- 
back, Institutes, International Information Exchange, 
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CONDUCTION 



Manudl Communication, Mechanical Communication. 
Reading. Signal, Speech, Translation, Transmission 
Broader term Processes 

Related terms Administration, Communication Disorders. 
Consultation. Counseling. Distribution. Documents. Educa- 
tion, Feedback, Gestures, Information, InMruction, Lan- 
guage, Learning. Linguistics, Reading. Scn'^s. Sound. 
Telemetry, Training 

COMMLNICATION DISORDERS 

Ncroner terms Aphasia, Language Disorders. Speech Disor- 
ders 

Broader term Disorders 

Related terms Audiovisual Aids. Cleft Palate. Communica- 
tion. Hearing Disorders. Language Retraining. Mental Div 
ordcrs). Sensory \ids. Speech Therapy. Visual Disorders 

COMMUNITY 

Refer from NEIGHBORHOOD 
Narrovier terms Settlements 
Broader term Geographer Areas 

Related terms City, Civic Groups. Depressed Areas. Field. 
Ghetto. Parishes, Regi >ns. Suburban 

COMMUNITY ADJUSTMENT 
Vse SOCIAL ADJUSTMENT 

COMM'JNITY INTEGRATION 

V^e COMMUNITY ORGANIZATION 

COMMUNITY ORGANIZATION 

Refer from COMMUNITY INTEGRATION. ORGANIZED 

COMMUNITY, STRUCTURED COMMUNITY 
Broader term Structure 

Related terms Boards. Casework, Civic Groups. Community 
Planning, Community Resources, Group Work. Research. 
Settlements. Social Work 

COMMUNITY PLANNING 
Broader term Planning 

Related terms Community Organisation, Community 
Resources. Design. Modeling 

COMMUNITY RELATIONS 

Broader term Relations 

Related terms Civic Gioups. I leractions. Involvement. Or- 
ganizations. Public Relations. Structure, Volunteers 

COMMUNITY RESOURCES 

Broader term Resources 

Related terms Community Organization, Community 
Planning. Facilities. Finance 

COMMUNITY SERVICES 
Vse FAMILY SERVICES 

COMPANIES 

Vse BUSINESS 

COMPARISON 

Broader term Analysis 

COMPENSATION 

Refer from HOURLY RATED. OVERTIME. PART TIME, 

REMUNERATIVE. SALARIES. WAGES 
Narrower terms Workmen's Compensation 
Broader ti 'V Finance 

Related tenns Accidents. Beneficiaries. Benefits, Income, In- 
surance 

COMPETENCE 
Vse ABILITY 



COMPETITION 

Broader term Dynamics 

Related terms Behavior, Complications. Conflict, Inhibition 

COMPLIANCE 
Vse BEHAVIOR 

COMPLICATIONS 

Broader term Dysfunctions 

Related terms Co.Tipetition, Conflict. Crisis, Defects 

COMPONENTS 

Refer from ACTUATOR. I'HOTOCELL, SUCTION 

SOCKET. TUBE 
Broader term Equipment 
Related terms Instrumencs 

COMPREHENSION 

Refer from CONCEPT. CONTENT. INSIGHT. IN- 

TERPRET, PERCEPT. UNDERSANDING 
Broader term Intelligence 

Related terms Cognition. Discrimination. Judgment. 
Memory. Reasoning 

COMPREHENSIVE CENTERS 

Refer from COMPREHENSIVE SERVICE. COMPREHEN- 
SIVE VOCATIONAL REHABILITATION SERVICE, 
CONCERTED SERVICES, MULTISERVICE CENTERS 

Broader term C*?nters 

Related terms Cooperation. Rehabilitation Agencies. Reha- 
bilitation Centers. Residential Centers 

COMPREHENSIVE REHABILITATION SERVICES 

Vse REHABILITATION 

COMPREHENSIVE SERVICE 

Vse COMPREHENSIVE CENTERS 

COMPREHENSIVE VOCATIONAL REHABILITATION 
SERVICE 

Vse COMPREHENSIVE CENTERS 

COMPUTER 

Broader term Equipment 

Related terms Automation. Data Processing, Unemployment 

CONCEPT 

Vse COMPREHENSION 

CONCERTED SERVICES 

Vse COMPREHENSIVE CENTERS 

CONCRETE JUNGLE 

Vse CITY 

CONDITIONING 

Referfrom DECONDITIONING 

Narrower terms Operant Conditioning. Verbal Conditioning 
Broader term Processes 

Related terms Behavior. Behavior Modification, Learning, 
Speech 

CONDITIONS 

Refer from FLEXIBILITY. OPTIMAL. PARAMETERS. 

SITUATION. VARIABLES. VARIATIONS 
Narrov^er terms Adequacy, Availability, Cultural Difference. 

Literacy. Living Conditions, Po.sthospitahzation, Readiness. 

Risk. Stress. Temperature 
Broader term Environment 

Related terms Causes. Effects. Relations, Resources 

CONDUCTION 

Broader term Distribution 

Related terms Bones. Electricity. Electrophysiology. Hearing, 
Nerves 
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CONFERENCES 

Refer from CONGRESS, MEETINGS, SEMINARS, SYM- 
POSIUM 
Broader term Communication 

Related terms Dissemination, Supervisors, Transmission 

CONFIDENCE 

Use PERSONALITY 

CONFIGURATION 

Use STRlCiURt 

CONFLICT 

Broader term Dysfunctions 

Related terms Alienation, Competition, Complications, Con- 
frontation, Inhibition, Stress 

CONFORMANCE 
Use ADAPTATION 

CONFRONTATION 

Broader term' Behavior 

Related terms Acceptance, Ahenation, Conflict, Crisis, Ob- 
stacles, Passivity, Prevention, Resistance, Responses 

CONGENITAL DEFECTS 
Refer from BIRTH DEFECTS 

Narrower terms Aplasia, Cerebral Palsy, Cleft Palate, Cystic 

Fibrosis Hemophilia, Mongolism, Spina Bifida, Talipes 
Broader term Disorders 

Related terns Birth, Blind. Cardiovascular Disorders, Deaf, 
Defects, Genetics 

CONGRESS 

Use CONFERFNCES 

CONGRUENCE 
Use RELATIONS 

CONNECTICUT 
Use FIELD 

CONNECTIVE TISSUE 
Broader term Musculoskeletal System 
Related terms Bones, Joints, Muscles, Tendon, Tissue 

CONNECTIVE TISSUE DISORDERS 
Broader term Disorders 

Related terms Arthritis, Muscle Disorders, Neuromuscular 
Disorders 

CONSEQUENCES 
Use EFFECTS 

CONSOri'ANTS 
Use SPEECH 

CONSTRUCTION 
Refer from REMODELING, RENOVATING 
Broader term ' Processes 

Related terms Architecture, Barriers. Hazards, Obstacles 

CONSULTANTS 

Broader term Professions 

Related terms. Counselors, Educators, Employment Of Con- 
sultants; Employment Of Faculty 

CONSULTATION 

Broader term Counseling 

Related terms Communication, Planning 

CONSUMER 
Broader term Roles 
Related terms Clients, Consumption 



CONSUMER EDUCATION 
Broader term Education 

Related terms Adult Education, Continuing Education, 
Cooperatives 

CONSUMPTION 

Broader term. Application 

Related terms Consumer, Utilization 

CONTENT 

Use COMPREHENSION 

CONTEXT 

Broader term Language 

CONTIGUITY 

Use RELATIONS 

CONTINUING EDUCATION 

Broader term Education 

Related terms Adrlt Education, Consumer Iiducation, Cour- 
ses, Graduate Education, Institutes, Medical Education, 
Professions 

CONTINUITY 

Use RELATIONS 

CONTRACTILE 

Use MUSCLES 

CONTRACTION 

Use MUSCLES 

CONTRACTURES 

Use MUSCLES 

CONTRIBUTED 

Use RELATIONS 

CONTRIBUTIONS 

Use FINANCIAL AID 

CONTROL 

Refer from FORCE 

Narrower terms Accreditation; Admission, Certification, 
Discharge, Eligibility, Facilitation, Licensing, Maintenance, 
Ownership, Parole, Probation, Requiremerts, Responsibili- 
ty, Specifications, Standardization; Validation 

Broader term Administration 

Related terms. Administrators; Dysfunctions, Government; 
Law 

CONVALESCENCE 

Refer from: RECOVERY 
Broader term Processes 

Related terms: Disorders, Health Care, Home Care, Nursing 
Homes, Patients; Posthospitalization 

CONVEPSATION 

Use COMMUNICATION 

CONVERSION 

Use CHANGE 

CONVULSIONS 

Refer from SEIZURES 

Broader term' Neuromuscular Disorders 

Related terms. Epilepsy; Muscle Disorders; Paralysis 

COOPERATION 

Refer from' COLLABORATION; COOPERATIVE PRO- 
GRAM, UNIFICATION 
Broader term' Interactions 

Related terms Behavior, Comprehensive Centers, Coordina- 
tion, Interagency Relations, Liaison, Referral, Structure, 
Teamwork 
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CRIMINALS 



COOPERATIVE PROGRAM 

Use COOPERATION 

COOPERATIVE SCHOOLS 
Broader term Schools 
Related terms Public Schools 

COOPERATIVES 

Broader term Organizations 

Related terras Business, Consumer Education. Credit Unions 

COORDINATING 

Vse ADMINISTRATION 

COORDINATION 

Broader term Interactions 

Rehted terms Administration, Cooperation, Interagency 
Relations, Liaison, Structure, Teamwork 

COORDINATORS 

Broader term Administrators 

Related terms Change Agents, Directors, E valuators. In- 
vestigators, Supervisors 

CORNEA 

Vse EYE 

CORONARY 

Vse CARDIAC FUNCTION 

CORONARY DISEASE 
Vse HEART DISORDERS 

CORRECTED 
Vse THERAPY 

CORRECTION 

Refer from CORRECTIONS 
Broader term Change 

Related terms Adaptation, Adjustment, Behavior Modifica- 
tion, Correctional Personnel, Courts; Crime, Dysfunctions, 
Improvement, Institutionalization, La-M, Modification, 
Parole, Police, Prisons, Probation 

CORRECTIONAL PERSONNEL 

Broader term Professions 

Related terms Correction, Inmates, Institutionalization, Po- 
lice 

CORRECTIONS 

Vse CORRECTION 

CORRELATION 

Broader term Relations 

Related terms Causes, Prediction, Statistics 

COSMETIC REHABILITATION 

Refer from CLOVES 
Broader term Rehabilitation 

Related terms Medicine, Physical Therapy, Restoration, Sur- 
gery 

COST ACCOUNTING 

Vse ACCOUNTING 

COST ANALYSIS 

Broader term Analysis 

Related terms Costs, Operations Research, Systems Analysis 
COSTS 

Refer from ECONOMICAL, INEXPENSIVE. PRICE 
Broader term Finance 

Related terms Accounting, Cost Analysis, Efficiency, Expen- 
ditures, Feasibility, Financial Administration 

COUNCIL 

Vse BOARDS 



COUNSELEES 
Vse CLIENTS 

COUNSELING 

Refer from ADVICE, ADVISE, GUIDANCE, GUIDES, 
RECOMMENDATIONS 

Narrower terms Consultation, Family Counseling, Rehabilita- 
tion Counseling, Vocational Guidance 

Broader term Social Welfare Services 

Related terms Casework, Clients, Communication, Data, 
Documents, Information, Interviewing, Rehabilitation 
COUNSELORS 

Refer from REHABILITATION COUNSELORS 
Broader term Professions 

Related terms Camps, Consultants, Social Workers, Staff 
Training 

COUNTIES 

Broader term Geographic Area* 

Related terms City, Field, Reg'ons, Rural, States, Suburban 
COUNTRIES 

Refer from ABROAD, AUSTRALIA, BRITISH, DENMARK, 
ENGLAND, GREAT BRITAIN, INDIA, ISRAEL, ITALY,*; 
KOREA, LATIN AMERICAN, MEXICO, MOROCCO,^ 
POLAND, SOVIET, WALES, YUGOSLAVIA 

Broader term Geographic Areas 

Related terms Language, National 

COURSES 

Broader term Education 

Related terms Adult hducation. Continuing Education, Cur- 
riculum 

COURTS 

Broader term Law 

Related terms Correction, Crime, Justice, Legislation. Poli- 
cies, Rights 

COWORKERS 
Vse WORKERS 

CRAFTS 

Refer from HANDCRAFTS, METALWORKING. WOOD- 
WORKING 
Broader term Occupations 
Related terms Creativity, Occupational Therapy 

CREATIVITY 

Refer front IMAGINATION 
Broader term Potential 

Related terms Ability, Aptitude, Arts, Crafts, Intelligence, 
Rehabilitation Potential, Sensitivity, Skill 

CREDIT UNIONS 

Broader term Organizations 

Related terms Cooperatives, Finance, Financial Administra- 
tion 

CRIME 

Refer ftom MISDEMEANANT, MISDEMEANORS 
Broader term Dysfunctions 

Related terms. Correction; Courts; Criminology, Delinquency, 
Juvenile Delinquency, Law, Offenders 

CRIMINALS 

Refer from RECIDIVISM 

Broader term Dysfunctional Persons 

Related terms Exconvicts; Federal Offenders, inmates. In- 
stitutionalization, Law, Offenders, Prisons, Public Offen- 
ders 
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CRIMINOLOGY 

Refer from PENAL. PENOLOGY 
Broader term Behavioral Sciences 
Related terms Anthropology, Crime. Prisons 

CRIPPLES 

Vse DISABLED 

CRISIS 

Refer from EMERGENCY 
Broader term Dysfunctions 

Related terms Complications. Confrontation. Disaster. Riots. 
S?fcty 

CRITERIA 

Narrower terms Indicators 
Broader term Evaluation 

Related terms Analysis. Decision. Evaluate. Measure. Mea- 
sures 

CRITICAL INCIDENTS 

Vse STATISTICS 

CRITICAL VARIABLES 

Vse STATISTICS 

CROSS CULTURAL 
Vse CULTURE 

CRYOTHERAPY 

Broader term Therapy 

Related terms Amputation. Skin. Temperature 

CULTURAL DEPRIVATION 

Vse CULTURALLY DISADVANTAGED 

CULTURAL DIFFERENCE 

Refer from NATIONALITY DIFFERENCES 
Broader term Conditions 

Related terms Culture. Disadvantaged, Ethnic Groups. 
M inority Groups 

CULTURAL DIFFERENCES 

Related terms Ethnic Groups. Subcultures 

CULTURALLY DEPRIVED 

Vse CULTURALLY DISADVANTAGED 

CULTURALLY DISADVANTAGED 

Refer from CULTURAL DEPRIVATION. CULTURALLY 
DEPRIVED. CULTURALLY HANDICAPPED. 
SOCIOCULTURALLY DISADVANTAGED 

Broader term Disadvantaged 

Related terms Depressed Areas. Dropout. Low Income. 
Poverty. Socially Handicapped 

CULTURALLY HANDICAPPED 

Vse CULTURALLY DISADVANTAGED 

CULTURE 

Refer from CROSS CULTURAL. SOCIETY 
Narrower terms Ethnic Groups, Subcultures 
Broader term Population 

Related terms Adults, Anthropology. Children, Citizens, 
Classes. Cultural Difference, Disorders. Dysfunctional Per- 
sons. Dysfunctions. Environment. Men. Minority Groups. 
Processes, Socioeconomics, Women 

CURRICULUM 

Broader term Education 

Related terms Adult Education. College. Courses. Students. 
Universities 

CUTANEOUS 
Vse SKIN 



CYSTIC FIBROSIS 

Broader term Congenital Defects 
Related terms Pulmonary Disorders 

CYSTOt'RETHOGRAPHY 

Broader term Diagnosis 

CYSTS 

Broader term Disorders 

DATA 

Refer from FILES 

Narrower terms Biographical Data. Case History. Case Stu- 
dies. Census. Records 
Broader term Information 

Related terms Admission. Collection. Counseling. Data 
Processing. Documents. Evaluation. O^K'ittionnaires 

DATA PROCESSING 

Refer from EDP. ELECTRONIC DATA PROCESSING. IN- 
FORMATION PROCESSING 
Broader term Processes 
Related terms Automation. Computer. Data 

DAY 

Vse TIME 

DAY CARE 

Refer from DAY HOSPITAL 
Broader term Family Sei vices 

Related terms Child Care. Foster Care. Home Care. 
Hospitals 

DAY HOSPITAL 

Vse DAYCARE 

DEAF 

Refer from DEAFENED. HEARING IMPAIRED 
Broader term Disabled 

Related terms Audiology. Blind. Congenital Defects. Deaf- 
ness. Hearing Aids. Hearing Disorders. Lip Reading. 
Manual Communication. Multiple Disabilities 

DEAFENED 

Vse DEAF 

DEAFNESS 

Broader term Hearing Disorders 

Related terms Audiology. Audiometry. Deaf 

DEBT 

Vse FINANCIAL ADMINISTRATION 

DECENTRALIZED 

Vse STRUCTURE 

DECISION 

Refer from CHOICE 
Broader term Processes 

Related terms Administration. Criteria. Information. Model- 
ing 

DECONDITIONING 

Vse CONDITIONING 

DECUBITUS ULCER 

Broader term Skin Disorders 

DEFECTS 

Refer from DEFORMATIONS. MALFORMATIONS 
Broader term Dysfunctions 

Related terms Complications. Congenital Defects, Facial 
Disfigurement. Injuries 

DEFENSE REACTION 

Vse RESPONSES 
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DIGEST 



DEFICIENCIES 

Use DYSFUNCTIONS 

DEFINE 

Use IDENTIFICATION 

DEFORMATIONS 

Use DEFECTS 

DEFORMED 
Vse DISABLED 

DEGLUTITION 

Vse PHYSIOLOGY 

DELACATO METHOD 

Vse PROCESSES 

DELAWARE 

Vse FIELD 

DELINEATE 

Vse IDENTIFICATION 

DELINQUENCY 

Refer from POTENTIAL DELINQUENTS 
Narrow er terms Juvenile Delinquency 
Broader term Dysfunctions 

Related terms Behavior, Crime, Offenders, Probation 

DELINQUENTS 

Broader term Dysfunctional Persons 
Related terms Young Adults 

DELIVERY 

Broader term Distribution 

Related terms Allocation, Health Care, Social Welfare Ser- 
vices, Transportation ^ 

DEMOGRAPHY 

Broader term Statistics 

Related terms Census, Characteristics, Indicators, Population 

DEMONSTRATION 

Narrow er terms Pilot Study 
Broader term Research 

Related terms Analysis, Evaluation, Experiments, Feasibility 

DENMARK 

Vse COUNTRIES 

DENTAL 

Vse HEALTH CARE 

DENVER 

Vse FIELD 

DEPAR I MENTAL FUNCTION 
Vse ADMINISTRATION 

DEPENDENCY 

Refer from DEPENDENTS 

Broader term Interpersonal Relation*^ 

Related terms Activities Of Daily Living, Children, Families, 
Financial Aid, Human Relations, Independence, Interac- 
tions, Interpersonal Relations, involvement. Marriage, 
Motivation, Public Relations 

DEPENDENTS 

Vse DEPENDENCY 

DEPRESSED AREAS 

Refer from APPALACHIA, DISTRESSED AREA, 

ECONOMICALLY DEPRESSED AREA 
Broader term Geographic Areas 

Related terms City, Community, Culturally Disadvantaged, 
Ghetto, Low Income, Poverty, Regions 



DEPRESSION 

Broader term Emotional Disorders 
Related terms Emotions, Loneliness 

DERMATITIS 

Vse SKIN DISORDERS 

DERMATOLOGY 
Vse SKIN 

DESENSITIZATION 

Vse SENSITIVITY 

DESIGN 

Broader term Planning 

Related terms Community Planning, Equipment, Programs, 
Research 

DETERMINANTS 

fv^ CAUSES 

DETERMINATION 

Vse EVALUATION 

DETERMINE 

Vse EVALUATE 

DETROIT 

Vse FIELD 

DEVIANCE 

Vse SEX 

DEVIATE 

Vse SEXUAL OFFENDERS 

DEVICES 

Vse EQUIPMENT 

DEXTERITY 

Vse HAND 

DIABETES 

Broader term Disorders 
Related terms Food, Metabolism 

DIAGNOSIS 

Refer from CINEFLUOROSCOPY, PATKOGNOMIC. 

RADIOLOGY, RADIOMYOGRAPHIC 
Narrower terms. Cystourethography, Electrodi,ignc«^is 
Broader term Processes 

Related terms Disorders, Electrophysiology. Medicine. Prog- 
nosis, Therapy 

DIATHERMY 

Vse HEAT TREATMENT 

DICTIONARY 

Vse DOCUMENTS 

DIET 

Vse FOOD 

DIETICIANS 

Broader term Professions 
Related terms Food, Nutrition 

DIFFERENT TYPES 

Vse CLASSIFICATION 

DIFFERENTIAL ASPECTS 
Vse CLASSIFICATION 

DIFFERENTIATING 

Vse CLASSIFICATION 

DIGEST 

Vse DOCUMENTS 
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DIRFXTED MOTION 

Use MOVtMENf 

DIRECTEDNESS 

i'se MOVEMENT 

DIRECTING 

Use ADMINISTRATION 

DIRECTORS 

Broader lerm Administrators 

Reluied teffus CoordinalDrs. t\aluali)rs. Supervisors 

DIRECTORY 

Use DOCUMENTS 

DISABILITY 

Rejerfroni DISABLEMENT, HANDICAP, IMFAIRMENF 
Narrower lerrtn Multiple Disabilities 
Broader lerrti Disorders 
Related terms Quadriplegia 

DISABILITY BENEFITS 

Use BENEFITS 

DISABILITY INSURANCE 

Use INSURANCE 

DISABLED 

Refer from CRIPPLES. DKFORMED, HANDICAPPED. IM- 
PAIRED, ORTHOPEDICALLY HANDICAPPED, PHYSI- 
CALLY HANDICAPPED 

Narro\xer terms Amputees, AphasiCs, Blind, Deaf, Disabled 
Workers. Homebound. Mentall> Retarded, Parapleg!... 
Quadriplegics. Severely Disabled 

Broader term Dyv,Iu national Pers<)ns 

Related terms Activities Of Daily Living, Capacity. Disad- 
vantaged. EpilepMcs, Minority Groups. Rehabilitants, 
Workshops 

DISABLED WORKERS 

Broader term Disabled 

Related terms Amputees. Blind. Workers 

DISABLEMENT 

Use DISABILITY 

DISADVANTAGED 

Narrower terms Culturally Disadvantaged, Socially Han- 
dicapped 

Broader term Dystunctional Persons 

Relate J terms Clients. Cultural Dillercncc. Disabled, 
D> '.functional Persons, Low Income, Minority Groups, 
Worksbops 

DISARTICULATION 

Use SPEECH DISORDERS 

DISASTER 

Refer from FLOODS 

Broader term Dysfunctions 

Related terms Accidents. Crisis, Riots 

DISC PLAYER 

Use AUDIOVISUAL AIDS 

DISCHARGE 
Refer from POST RELEASE, RELEASE 
Broader term Control 

Related terms Admission. Expatients, Institulionali/alion, 
Parole, Posthospitalization, Probation. Work 



DISCRIMINATION 

Rejtr from OISCRIMIN A HON I OSS, OISIINCIION. LO 

CAIIZAIIO^ OHJLCI ni IK riON 
Broader term Intelligence 

Ri'lated ter»is Bi.is. CI,issitn.ation, Cognition (\iniprehon 
sion. Hearing, Hearing Disorders, I earning. Obstacles, 
Reasoning. Segregation, Speech, Touch Vision 

DISCRIMINAIION LOSS 
I se DISCRIMINAIION 

DISCI SSION 

I u- COMMCMCAIION 

DISCISSION GROIPS 

Use COMMl NICAIION 

DISFICIKED 

i se INJURIES 

DISFIGUREMENT 

ise INJURIES 

DISFLLENCY 

Use SPEECH niSORDl:RS 

DISORDERS 

Refer from ETIOLOGY, ILLNESS, INFECTION, LOSS, 
ONSET 

\urro^\er terms Addiction, Allcrgi-. Disorders, Arthritis, 
Behavior Disorders, Cancer, Cardiovascular Disorders, 
Chronic Illness. Colitis, Communication Disorders, Con- 
genital Defects, Connective i issue Disorders, C\sts, 
Diabetes, Disabilit\. Ear Disorders, Emotion jl Disorders, 
Epilepsy, Hearing Disorders, Injuries, Kidney Disorders, 
Leprosy. Mastoiditis, Mental Disorders, Mental R e tarda - 
tu>n. Neuromuscular Disorders, Obesity, Occlusion, Parkin- 
stm's Disease. Pulmonary Distjrders, Skm Disorders. Tissue 
Disorders. Visual Disorders 

Broader term Output 

Related terms Aging, Convalescence. Culture, Diagnosis, 
Dystunctional Persons, Dysfunctions. Health Care. 
Medicine, Morbidity. Mortality, Prognosis. Sensory System 

DISSEMINATION 

Broader term Communication 

Related terms Contercnces, Distributi ui. Education, Infor- 
mation. International Information t^xibange 

DISSERTATIONS 

Use DOCLMENTS 

DISTINCTION 

Use DISCRIMINA TION 

DISTRESSED AREA 

Use DEPRESSED AREAS 

DISTRIBUTION 

Snrrower ti'rniA Allocation. Ci'hection, Conduction, Delivery 
Broader term Processes 

Ri'lated terms Allocation, Ct)mmunicatU)n, Dissemination. 
Marketing 

DISTURBED 

Use EMOTIONALLY DISTURBLD 

DIVORCE 

Use MARRIAGE 

DOCTOR 

Use PHYSICIANS 

DOCUMENTARY 

Use DOCUMENTS 
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DOCtMENTS 

Refer from ABSTRACTS, BIBLIOGRAPHY, BOOKS. 
BROCHURES. CATALOG, CHARTS. DICTIONARY. 
DIGEST. DIRECTORY. DISSERTATIONS, DOCUMEN- 
TARY. FLOWCHART. GLOSSARY. GUIDELINES, 
HANDBOOK. HISTORY. INDEX. INSTRUCTION 
MANUAL. LITERATURE. MANUAL. MANUALS. 
MANUSCRIPT. NEWSLETTER. OPERATIONS 
MANUAL. PERIODICALS. PROCEEDINGS. PUBLICA- 
TIONS. READING MATERIALS, RECORDINGS, REGIS- 
TRY. REPORT. REVIEWS. STUDY OUTLINE. SUMMA- 
RIES. TEXT. TEXTBOOK. THESES. WORKBOOK 

Broader term information 

Related terms Aids. Biographical Data Braille, Case Histor), 
Case Studies. Collection, CotnmunicatioJi, Counseling, 
Data, Education, Exhibits, Instruction, Libraries, Photoco- 
pying, Printing, Questionnaires, Reading, Tape Recording, 
Training, Writing 

DOG 

Vse ANIMALS 

DOMICILIARY 

Vse LIVING FACILITIES 

DORMITORIES 

Vse LIVING FACILITIES 

DRAMA 

Vse ARTS 

DRAWINGS 

Vse AUDIOVISUAL AIDS 

DRIVER 

Vse OPERATION 

DRIVING 

Vse OPERATION 

DROPOtT 

Broader term Dysfunctional Persons 

Related terms Culturally Disad\antaged, Education, Schools, 
Students 

DRUGS 

Refer from ANLSTHESIA, ATARAXIC, MEDICATIONS, 

NARCOTICS, PRESCRIPTION, SIEROIDS 
Broader term , Substances 

Related terms Addiction, Addicts, Chemotherapy 
DUMB 

Vse SPEECH DIJ^ORDERS 

DURATION 

Refer from LONG TERM 
Broader term Dynamics 

Related terms Frequency, Sequences, Stability, Time 
DVR 

Vse STATE AGENCIES 
DYNAMICS 

Narrower terms Competition, Duration, Frequency, 

Sequp"'''^s, Stability 
Broader term Relation k 

Related terms Behavior, Change, Families, Group, Interac- 
tions. Time 



DYSFUNCTIONAL PERSONS 

Refer from ILL 

\arroHer terms Addicts Criminals, Delinquents, Disabled, 
Disadvantaged, Drop<)ut, Emotionally Disturbed, Epilep- 
tics, Mentally III, Offenders, Patients, Stutterers 

Broader term Output 

Related terms Adults, Aged. Aid, Behavior, Clients, Culture, 
Disadvantaged, Disorders, Health Care, Law, Sensory 
System, Socially Handicapped 

DYSFUNCTIONS 

Refer from ABNORMAL, DEFICIENCIES 

S'arrower terms Accidents, Alienation, Barriers, Chronic 
Conditions, Complications, Conflict, Crime, Crisis, Defects, 
Delinquency. Disaster. Failure, Fatigue, Hazards, Il- 
legitimacy, Inhibition, Obstacles. Rejection, Riots 

Broader term Output 

Related terms Aging, Control, Correction, Culture, Disor- 
ders, Law, Social Welfare 

DYSKINESIAS 

Vse MUSCLE DISORDERS 

EAR 

Kefer from OTOLOGY, STAPES 
Broader term Sensory System 

Related terms Acoustics, Audiology, Audiometry, Hearing, 
Hearing Aids, Hearing Disorders, Senses, Sensory Aids 

EAR DISORDERS 

Refer from OTITIS, OTOSCLEROSIS 

Broader term Disorders 

Related terms Hearing Disorders, Mastoiditis 

EARLY RETIREMENT 

Vse RETIREMENT 

EARNINGS 

Vse INCOME 

ECG 

Vse ELECTRODIAGNOSIS 

ECOLOGY 

Broader term Knowledge Areas 

ECONOMICAL 

Vse COSTS 

ECONOMICALLY DEPRESSED AREA 

Vse DEPRESSED AREAS 

ECONOMICS 
Vse FINANCE 

ECONOMY 

Vse FINANCE 

EDEMA 

Refer from SWELLING 

Broader term Cardiovascular Di<:ordcr> 

Related terms Blood F!ow. Bod> Fluids 

EDP 

Vse DATA PROCESSING 

EDUCABILITY 

Referfrom TRAINABLE 
Broader term Potential 

Related terms Ability, Aptitude, Employability, Mentally Re- 
tarded. Rehabilitation Potential, Vocational Potential 
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EDUCATION 

Refer from REEDUCATION. TEACHER TRAINING 
Narrower terms Adult Education, Consumer Education, 
Continuing Education, Courses, Curriculum, Graduate 
Education, Instruction, Internship, Medical Education, 
Public Education, Social Work Education, Special Educa- 
tion 

Broader term Processes 

Related terms Achievement, Aids, Communication, Dis- 
semination, Documents, Dropout, Educators, Home 
Economics, Information, Learning, Libraries, Occupations, 
Paraprofessions, Schools, Students, Trainees, Training, 
Training Aids, Vocational Training 

EDUCATIONAL INSTITUTIONS 

Use SCHOOLS 

EDUCATIONAL MATERIAL 
Vse TRAINING AIDS 

EDUCATIONAL TELEVISION 

Vse AUDIOVISUAL AIDS 

EDUCATORS 

Refer from COLLEGE FACULTY, FACULTY, INSTRUC- 
TOR, PROFESSOR, SOCIAL WORK FACULTY, SO- 
CIAL WORK PROFESSOR, TEACHERS, UNIVERSITY 
EDUCATORS 

Broader term Professions 

Related terms College, Consultants, Education, Employment 
Of Consultants, Employment Of Faculty, Instruction; Inter- 
national Council Of Educators, Social Work Education, 
Tenure 

EEC 

Use ELECTROPHY BIOLOGY 

EFFECTIVENESS 

Broader term Measures 

Related terms Capacity, Effects, Efficacy, Efficiency, Feasi- 
bility, Gam, Quality, Success, Utility, Validity 

"EFFECTS 

Refer from CONSEQUENCES 
Broader term Interactions 

Related terms Causes, Conditions, Effectiveness, Evaluate, 
Evaluation, Interactions, Output, Prediction. Results 

EFFICACY 

Broader term Measures 
Related terms Effectiveness 

EFFICIENCY 

Broader term Measures 

Related terms Costs, Effectiveness, Feasibility 
EGO 

Broader term Personality 

Related terms Emotions 

ELBOW 

Vse JOINTS 

ELDERLY 

Vse AGED 

ELECTRICITY 

Broader term Physical Sciences 

Related terms Bioengineering, Conduction. Electrodiagnosis, 
Electronics. Electrophysiology, Rehabilitation Engineering 

ELECTROCARDIORGRAM 

Related terms Cardiovascular System 



ELECTROCHEMISTRY 

Broader term Biochemistry 

Related terms Bioengineering, Electrodiagnosis, Elec- 
trophysiology 

ELECTRODE 

Vse ELECTROPHYSIOLOGY 

ELECTRODIAGNOSIS 

Refer from FXG 
Broader term Diagnosis 

Related terms r^lectricity. Electrochemistry, Electrophysiolo- 
gy, Neuromuscular Disorders 

ELECTROLYTES 
Vse BODY FLUIDS 

ELECTROMYOGRAM 

Vse ELECTROPHYSIOLOGY 

ELECTROMYOGRAPH 

Vse ELECTROPHYSIOLOGY 

ELECTRONIC CANE 

Vse CANE 

ELECTRONIC DATA PROCESSING 

Vse DATA PROCESSING 

ELECTRONICS 

Refer from CIRCUITRY, MICROWAVES 
Broader term Physical Sciences 

Related terms Aids, Bioengineering, Electricity. Rehabilita- 
tion Engineering 

ELECTROPHYSIOLOGY 

Refer from EEG, ELECTRODE. ELECTROMYOGRAM, 

ELECTROMYOGRAPH, MYOELECTRIC 
Broader term Physiology 

Related terms Cardiac Function, Conduction, Diagnosis, 
Electricity, Electrochemistry, Electrodiagnosis, Nerves. 
Nervous System, Neurophysiology 

ELICITATION 

Vse STIMULATION 

ELIGIBILITY 

Referfrom INELIGIBLE 
Broader term Control 

Related terms Accreditation, Admission. Applicants, Certifi- 
cation. Clients, Programs. Recipients. Rejection. Rules. 
Screening. Social Welfare Services 

EMERGENCE 
Vse CHANGE 

EMERGENCY 
Vse CRISIS 

EMOTIONAL DISABILITY 

Use EMOTIONAL DISORDERS 

EMOTIONAL DISORDERS 

Referfrom ANXIETY. EMOTIONAL DISABILITY 
Narrower terms Depression. Loneliness 
Broader term Disorders 

Related terms Behavior. Behavior Disorders. Emotionally 
Disturbed. Emotions. Maturity. Mental Disorders, Mental 
Retardation. Neuropsychiatry, Personality 

EMOTIONALLY DISTURBED 

Referfrom DISTURBED 

Broader term Dysfunctional Persons 

Related terms Emotional Disorders. Emotions. Mental Disor- 
ders 
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ETHNIC GROUPS 



EMOTIONS 

Refer from GRIEF. GUILT. HOSTILITY 
Broader term Personality 

Related terms Behavior, Depression, Ego. ET^.'ilional Disor- 
ders. Emotionally Disturbed. Identification. Potential. Sta- 
bility 

EMPATHY 

Vse IDENTIFICATION 

EMPHYSEMA 

Broader term Pulmonary Disorders 

Related terms Asthma. Pulmonary Physiology. Smoking 

EMPLOY 

Vse EMPLOYMENT 

EMPLOY ABILITY 

Refer fron. UNEMPLOYABLE. VOCATIONAL FITNESS 
Broader term Potential 

Related terms Ability. Aptitude. Educability. Rehabilitation 
Potential. Vocational Potential 

EMPLOYEES 

Vse WORKERS 

EMPLOYER ATTITUDES 

Broader term Attitudes 

EMPLOYERS 

Broader term Roles 

Related terms Employment. Placement. Vocational Reha- 
bilitation. Vocational Training. Workers 

EMPLOYMENT 

Refer from EMPLOY. WORKING 

Narrower ternn Employment Of Consultants. Employment 
Of Faculty. Employment Of Retardates. Homework. Job. 
Retirement. Sheltered Employment. Summer Employment. 
Unemployment 

Broader term Processes 

Related terms Employers. Income. Internship. Job. Job A.nal- 
ysis. Job Placement. Leisure. Manpower. Occupations. 
Orientation. Placement. Potential; Recruitment. Rehabili- 
tants. Sheltered Workshops. Time. Unions, Vocational 
Rehabilitation. Work 

EMPLOYMENT HISTORY 

Use WORK EXPERIENCE 

EMPLOYMENT OF CONSULTANTS 

Broader term • Employment 

Pelated terms Consultants. Educators, Employment Of 
Faculty. Professions 

EMPLOYMENT OF FACULTY 

Narrow er terms Tenure 
Broader term Employment 

Related terms College. Consultants. Educators. Employment 
Of Consultants. Professions. Social Workers. Summer Em- 
ployment 

EMPLOYMENT OF RETARDATES 

Broader term Employment 
Related terms Mentally Retarded 

ENABLE 

Use FACILITATION 

ENDOSKELETAL 

Use. MUSCULOSKELETAL SYSTEM 

ENERGY 
Broader term. Physical Sciences 
Retated terms • Fatigue; Physiology 



ENGINEERING 

Refer from REENGINEERING 

Narrow er terms Architecture, Biocnginccring, McLhanlC^. 

Rehabilitation Engineering 
Broader term Knowledge Areas 

Related terms Equipment. Physical Sciences. Rehabilitation 

ENGLAND 

U^e COUNTRIES 

ENGLISH 

Broader term Language 

Related terms Braille. Speech. Symbols, Vocabulary 

ENHANCE 

Use FACILITATION 

ENRICHMENT 

Broader term Stimulation 

Related terms Facilitation. Improvement 

ENVIRONMENT 

Refer from SETTINGS 

Narrower terms Conditions, Geographic Areas. Knowledge 

Areas. Orientation. Relations. Substances 
Related terms Administration. Culture. Opportunity. Output. 

Processes 

ENZYME 

Use SUBSTANCES 

EPIDEMIOLOGY 

Broader term Medicine 

Related terms Incidence. Statistics 

EPIDERMOID 

Use SKIN 

EPILEPSY 

Broader term Disorders 
Related terms Convulsions 

EPILEPTICS 

Broader term Dysfunctional Persons 
Related terms Disabled 

EQUIPMENT 

Refer from CATHETER. CLOTHING, DEVICES. 
HOMEKirCHENS. INFRARED LAMP, LAMP, 
MACHINE. MATERIALS. MECHANISM, MOTOR UNIT, 
MOTOR VEHICLE. MOTORS, RESPIROMETER. SER- 
VOMECHAN'SM, SIMULATOR. TOOLS. TRANSDU- 
CERS, TRUCKS, VIBRATORS 

Narrower terms Aids, Automobile, Components, Computer. 
Instruments. Lens. Orthoses. Prosthetics 

Broader term Resources 

Related terms Aids. Bioengineering. Design. Engineering. 
Facilities, Mechanics. Pneumatics. Substances. Tape 
Recording 

ESKIMO 

Use ETHNIC GROUPS 

ESOPHAGUS 

Broader term Gastrointestinal System 

ESTEEM 

Use VALUES 

ETHNIC GROUPS 

Refer from AMERICANS, BLACKS. CHICANO. ESKIMO. 
EUROPEANS, GREEK. INDIAN, MEXICAN. MEXICAN 
AMERICANS, MULTIETHNIC, NAVAJO, NEGRO. 
ORIENTALS, RACF. RUSSIAN. SPANISH, WHITE 

Broader term' Culture 

Related terms: Anthropology. Cultural Difference. Cultural 
Differences, Ghetto, Minority Groups. Subculture 
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ETIOLOG • 

Vse DISORDERS 

EtROPEANS 

Vse ETHMC GROUPS 

EVALUATE 

Refer from ANALYZE. APPk/^lSE. ASSESS. DETER- 
MINE, EXAVINE, REEXAMINE, STUDY 
Broader lerni Evaluation 

Related lernn Analysis, Criteria. Effects. Measure. Measures. 
Screening. Standards, Surveys. Tests 

EVALUATION 

Refer froryi ASSESSMENT. DETERMINATION. IN- 
VESTIGATION, SATISFAC rORJN ESS. SATISFAC FORV 

Narrower temw Analysis. Characteristics, Criteria. Evaluate. 
Feasibility, Longitudinal Study. Measure. Measures, Pro- 
gram Studies. Psychiatric Evaluation. Psychometrics. 
Screening. Standards. Vocational Evaluation. Work 
Evaluation 

Broader lerrti Research 

Related terms Admission, Applicants. Behavicr. Bias. Case 
Studies. Casework. Causes. Characteristics, Classification. 
Data. Demonstration, Effects. Feasihiiiiy. Questionnaires. 
Recipients 

EVALUATORS 

Broader term Administrators 

Related terms Coordinators, Directors, Investigators 

EVENING 
Use TIME 

EVOKE 

Vse STIMU. ATION 

EXAMINE 

Use EVALUATE 

EXCONVICTS 

Broader term Roles 

Related terms Criminals. Parole. Probation 
EXERCISE 

Refer from CALISTHENICS. ISOMETRIC. ISOTONIC. 

PATTERNED THERAPEUTIC EXERCISES 

Broader term Physiology 

Related terms Hydrotherapy. Physical Therapy, Work 

EXHIBITS 

Broader term Communication 

Related terms Collection, Documents. Libraries. Museums 

LXMENTAL PATIENTS 
Use EXPATIENTS 

EXPATIENTS 

Refer from EXMENTAL PATIENTS. EXPSYCHIATRIC 

PATIENTS 
Broader term Roles 

Related terms Discharge. Halfway House. Mental Patients, 
Outpatients, Patients. Posthospitalization. Rehabilitants 

EXPECTATIONS 

Broader term Goals 

Related terms Motivation. Values 

EXPENDITURES 

Broader term Financial Administration 
Related terms Accounting, Budgeting, Costs, Fees, Funding 
EXPERIMENTER 
Use INVESTIGATORS 
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EXPERIMENTS 

Broader term Research 

Related terms Demonstration. Tests, Theory 

EXPERTS 

Use PROFESSIONS 

EXPLANATION 

Cse REASONING 

EXPLOITATION 

Use UTILIZATION 

EXPLORATORY STUDY 

Use RESEARCH 

EXPLORE 

Vse RESEARCH 

EXPSYCHIATRIC PATIENTS 

Vse EXPATIENTS 

EXTREMITY 

Use LIMBS 

EYE 

Refer from CORNEA, OPHTHALMIC 
Broader term Sensory System 

Related terms Audiovisual Aids, Lens, Ophthalmology, Sen 
sory Aids. Vision, Visual Disorders 

EYEGLASS 

Use OPTICAL AIDS 

EYESIGHT 
Use VISION 

FACET ANALYSIS 

Use FACTOR ANALYSIS 

FACIAL disfigijremf!:nt 

Broader term Injuries 
Related terms Burns. Defects 

FACILITATION 

Refer from ENABLE. ENHANCE 
Broader term Control 

Related terms Accreditation, Admission, Enrichment, Stimu 
lation 

'FACILITIES 

Refer from CLUB, GREENHOUSE. LABORATORIES 
Narrower terms Centers, Clinic. Hospitals, Industry, tnstitu 

tions. Libraries, Living Facilities, Museums, Schools 
Broader term Resources 

Related terms Community Resources, Equipment, Sheltered 
Workshops, Social Welfare Services, Workshops 

FACTOR ANALYSIS 
Refer from CLUSTER ANALYSIS, FACET ANALYSIS 
Broader term Analysis 
Related terms Statistics 

FACULTY 

Use EDUCATORS 

FAILURE 

Broader term Dysfunctions 

FAMILIES 

Refer from FRIENDS, RELATIVES. SIBLINGS 
Narrower terms Parents 
Broader temi Roles 

Related terms Aide, Alienation, Children, Dependency. 
Dynamics, Foster Care, Relations, Residents, Visiting 



ALPHABETIC THESAURUS 



FINGER 



FAMILY COLNSELINC 

Refer from PARENT COUNSELING 
Broader term Counseling 
Relaiid terms Family Services 

FAMILY PLANNING 

Broader term Planning 

Related terms Birth. Child Care, Children, Income 

FAMILY SERVICES 

Refer from CARE. COMML M FY SERVICES 

Narrower terms Adoptior. Afdc. Child Care. Day Care. 

Foster Care. Home Care 
Broader term Social Welfare Services 

Related terms Agencies. Aid. Casework, Child Welfare. 
Family Counseling. Health Care. Placement. Recreation. 
Referral. Rehabilitation. Vocational Guidance 

FAMILY STYLK 

Use LIFE STYLE 



FARE 

Use 



TRANSPORTATION 



FARMERS 

Use OCCUPATIONS 

FARMING 

Referfrom HORTICULTURAUST 
Broader term Occupations 

FATHER 

Use PARENTS 

FATHERLESS 

Use PARENTS 

FATIGUE 

Broader term Dysfunctions 
Related /» Energ> 

FEASIBILITY 

Referfrom UNFEASIBLE 
Broader term Evaluation 

Related terms Costs. Demonstration. Effectiveness. Efficien- 
cy. Evaluation, Measure. Measures, Pilot Study 

FEDERAL 

Vse GOVERNMENT 

FEDERAL OFFENDERS 

Broader term Offenders 

Related term.s Criminals. Puhhc Offenders. Sexual Offenders 

FEEDBACK 

Broader term Communication 

Rela ed terms Communication. Systems Analysis 

FEEDERS 
Use AIDS 

FEES 

Broader term Finance 

Related terms Expenditures. Finance. Funding 

FEET 

Broader term Limbs 
Related terms Leg. Talipes 

FEMALE 

Use WOMEN 

FiBRILLATiON 

Use HEART DISORDERS 



FIELD 

Refer from ALABAMA. ALASKA. ALBANY. AL 
BUOUEROUE. ARIZONA. ARKANSAS. ATLANTA. 
BALTIMORE. BOSTON. BRIDGEPORT. BROCKTON. 
CALIFORNIA. CHAFANO^KiA, CHICAGO. CINCINAT- 
TI. CLERMONT. CLEVELAND. COLORADO. CON 
NECTICI T. DELAWARE. DENV ER, DEI ROH . 
FLORIDA, FREDERICK. GEORGIA. HAWAII. 
HOUSTON. IDAHO. IOWA. KENTUCKY. LAS VEGAS. 
LOS ANGELES. LOUISIANA. MAINE. MARYLAND, 
MASSACHUSETTS. MICHIGAN, MINNEAPOLIS. MIN 
NESOTA. MISSISSIPPI, MISSOURI, NEBRASKA. 
NEVADyi NEW ENGLAND. NEW HAMPSHIRE. NEW 
HAVEN. NEW JERSEY. NEW MEXICO. NEW YORK, 
NORTH CAROLINA, NORTH DAKOTA, OHIO, 
OKLAHOMA, OREGON, PENNSVI VANIA, PEORIA, 
PHILADELPHIA, PITTSBURGH, SACRAMENTO, SALT 
LAKE. SAN ANTONIO. SEATTLE. TENNESSEE, TEX- 
AS, UTAH. VERMONT, VIRGIN ISLANDS, VIRGINIA, 
WEST VIRGINIA, WISCONSIN 

Broader term Geographic Areas 

Related terms City, Community, Counties, States 

FIELD STAFF 

Use SOCIAL WORKERS 

FIELD WORKERS 

Use SOCIAL WORKERS 

FILES 

Use DATA 

FILM 

Use AUDIOVISUAL AIDS 
FINANCE 

Refer f-om CASH, ECONOMICS, ECONOMY, FISCAL. 
LUMP SUM. MONEY. PAYMENT. TAXtS 

Sarrovser terms Compensation. Costs. Fees, Financial Ad- 
ministration. Insurance. Socioeconomics 

Broader term Administration 

Related terms Administratots. Benefich'rics. Business. Com- 
munity Resources. Credit Unions. Fees. Home Economics. 
Ownership. Resources 

FINANCIAL ADMINISTRATION 

Refer from DEBT. FINANCIAL MANAGEMENT. MONEY 

MANAGEMENT 
Narrower terms Accounting. Budgeting, Expenditures. Fund* 

ing. Grants. Pensions. Savings. Subcontractini, 
Broader term Finance 
Related terms Costs. Credit Unions 

FINANCIAL AID 

Refer from ASSISTANCt GRANTS. CONTRIBUTIONS, 
FINANCIAL ASSISTANCE. PUBLIC ASSISTANCE. 
PUBLIC WELFARE. PUBLIC WELFARE PROGRAM. 
SCHOLARSHIPS. SUBSIDIZATION, SUBSIDY, WEL- 
FARE, WELFARE CLIENTS 

Broader term Aid 

Related terms Afdc. Aged. Benefits. Dependency. Funding. 
Grants. Income. Legal Aid, Low Income 

FINANCIAL ASSISTANCE 

Use FINANCIAL AID 

FINANCIAL MANAGEMENT 

Use FINANCIAL ADMINISTRATION 

FINDINGS 

Use RESULTS 

FINGER 

U^e HAND 
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FINGER SPFI.I.ING 

ise MAM AL C OMMLMCATION 

FISCAL 

L'jr FINAVCfc 

FLACCID 

tir MUSCLE DISORDERS 

FLEXIBILITY 

Lsr CONDI riONS 

FLEXOR 

Lsr ML'SCLES 

FLOODS 

Vsr DISASIER 

FLORIDA 

Vsr MELD 

FLOWCHART 

Vsf DOCUMENTS 

FLtID MECHANISM 

Lsr MECHANICS 

FOAM RLBBER 

L%f SUBSTANCES 

FOLLOH 

r%e FOLLOW LH 

FOLLOW LP 

Refer front FOLLOW 

Broader ler'tt Longitudinal Study 

Related ierm% Case Studies. Clients. Time 

FOOD 

Refer from DIE F. LU NCH. MEALS 
Broadtt .erm Substances 

Related terms Diabetes. Dieticians. Metaboltsm. Nutrition 
FORCE 
Use CONTROL 

FOREARM 

l'%e ARM 

FOREIGN 

Bn fader icrtn Geographic Areas 

FOSTFrt CARE 

Refer from FOSIKR PARENT. FOSTER PLACEMENT 
Broader term F«imil> Services 

Related termx Adoption. Afdc. Child Care. Day Care. Fami- 
lies. Homes. Parents. Placement 

FOSTER PARENT 

l%e FOSTKR CARE 

FOSTER PLACEMENT 
I se FOSTER CARE 

FRACTURES 

Brtutder term Injuries 
Related termx Bones 

FREDERICK 

Ise FIELD 

FREON 

Ise SUBSTANCES 

FREQUENCY 

Broader term Dynamics 

Related terms Duration. Sequences. Stability. Time 
FRIENDS 

Ise FA Mil IfcS 



FLN II NG 

BrtHider t^rm Financial Administration 

Related terms A' cojnting. Allocation. Budgeting. Expendi- 
tures. Fees. Financial Aid. GranU. Income 
Fl SI ON 

ise BONES 

FITLRE 

Ise TIME 

GAIN 

BrtHider term Measures 
Related terms Effectiveness 

GAIT 

Lse A .IBLLATION 

GANGLIA 

lse NERVES 

GASTROINTESTINAL SYSTEM 

Sarro . er terms Es4iphagus 
BrtHider te^m Body 

Related terms Colitis. Colostomy; Ileostomy 

GENERAL HOSPITALo 
Broader term. Hospitals 

GENETICS 

Refer from HEREDITY 
Broadc' rm. Knowledge Areas 
Relate J t.rms Congenital Defects 

GEOGRAPHIC AREAS 

Refer from: MULIICOMMUNITY 

Sarroner terms City, Community. Counties, Countries. 
Depressed Areas. Field, Foreign. Ghetto. National, 
Parishes. Regions; Rural, States, Suburban, United States 

Broade. term Environment 

GEOGRAPHIC MOBlLm' 

Use MOBILITY 

GEORGIA 

Use FIELD 

GERIATRICS 

Refer from GERONTOLOGY 
Pnmder term. Medicine 
Related terms Aged, Aging 

GFRMA\ 

Brtfodi r term Language 

GERON7 )LOGY 
Vse GERIATRICS 

GESTURES 

Broader term Movement 
Related terms Communication 

GHETTO 

Broader term Geographic Areas 

Related terms City, Community, Depressed Areas, Ethnic 
Groups, Low Inccmie 

GIFTED 

U%e INTELLIGENCE 

GLASSES 

Use OPTICAL AIDS 

GLOSSARY 

Use DOCUMENTS 

GLOVF^ 

Use COSMETIC REHABILITATION 
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HANDICAPPED 



GLYCINE 

Use SUBSTANCES 

GOALS 

Refer from ASPIRATIONS. OBJECTIVES 
Narrower terms Expectations, Motivation, Value-^ 
Related terms Administration. Needs, Planning. Policies, So- 
cial Welfare 

GOODWILL IN^VJSTRIES 

Broader term Or^ ^ aiiv."'s 

GOVERNMENT 

Refer from FEDERAL, GOVERNOR, LEGISLATURE 
Narrower terms Legislation, Politics 
Broader term Administration 

Related terms Administrators, Agencies, Control, Law, 
Legislation, Organizations. Structure 

GOVERNOR 

Vse GOVERNMENT 

GRADUATE EDUCATION 

Refer from GRADUATE MEDICAL TRAINING. G9ADL- 

ATE TRAINING, PROFESSIONAL TRAINING 
Broader term Education 

Related terms Adult Education, Continu ng Education, Mcdi< 
cal Education. Social Work Educatiori 

GRADUATE MEDICAL TRAINING 

Vse GRADUATE EDUCATION 

GRADUATE SCHOOLS 

Use SCHOOLS 

GRADUATE STUDENTS 

Use STUDENTS 

GRADUATE TRAINING 

Use GRADUATE EDUCATION 

GRADUATES 

Use STUDENTS 

GRADUATION 

Vse STUDENTS 

GRANTS 

Broader term Financial Administration 

Relat'd terms Accounting, Aid, Budgeting. Financial Aid. 
Funding 

GRAPHICS 

Use AUDIOVISUAL AIDS 

GRAPHS 

Use AUDIOVISUAL AIDS 

GRAVITY 

Use PHYSICAL SCIENCES 

GREAT BRITAIN 

Use COUNTRIES 

GREEK 

Use ETHNIC GROUPS 

GREENHOUSE 

Use FACILITIES 

GRIEF 

Use EMOTIONS 

GROUP 

Broader ter* i Organizations 

Related terms Camps. Dynamics, Group Processes. Group 
Therapy. Group Work; Peers 

GROUP DISCUSSION 

Use GROUP PROCESSES 



GROUP PROCEDURES 
Use GROUP WORK 

GROUP PROCESSES 

Refer from GROUP DISCUSSION 
Broader term Group Work 
Related terms Group 

GROUP PSYCHOTHERAPY 
Use GROUP THERAPY 

GROUP THERAPY 

Refer from GROUP PSYCHOTHERAPY 
Broader term Therapy 
Related terms Group 

^ ROUP WORK 

Refer from GROUP PROCEDURES, GROUPINGS 
Narrower terms Group Processes 
Broader term Social Welfare Services 

Related terms Community Organization. Group, Social Work 

GROUPINGS 

Use GROUP WORK 

GUARDIANSHIP 

Use CHILD CARE 

GUIDANCE 

Vse COUNSELING 

GLIDE DOGS 

Broader term Animals 
Related terms Blind 

GUIDELINES 

Use DOCUMENTS 

GUIDES 

Use COUNSELING 

GUILT 

Use EMOTIONS 

GYRATION 

Use MECHANICS 

HABILITATION 

Use REHABILITATION 

HABITUATION 

Use ADDICTION 

HALFUAY HOUSE 

Broader term Living Facilities 

Related terms Behavior Modification. Expatients. 
Houseparcnts. Houses, Living Conditions. Mental 
Hospitals, Mental Patients. Postho<;pitaiization; Residents 

HAND 

Refer from - DEXTFRITY. FINGER. HANDED 
Broader term Limbs 
Related terms Arm 

HAND SPLINTS 
Use SPLINTS 

HANDBOOK 

Use DOCUMENTS 

HANDCRAFTS 

Use CRAFTS 

HANDED 

Use HAND 

HANDIC\P 

Use DISABILITY 

HANDICAPPED 

Use DISABLED 
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HARMONIC ANALYSIS 

Broader term Analysis 
Related terms Statistics 

HAWAII 

Vse FIELD 

HAZARDS 

Broader term Dysfunctions 

Related tenns Accidents. Barriers. Construction. Obstacles. 
Risk. Safety 

HEAD 

Narrower terms Lip 
Broader term Body 

HEALING 

Vse INJURIES 

HEALTH 

Refer from HYGIENE 

Narrower terms Mental Health. Public Health 

Broader term Normal Functions 

Related terms Ability. Health Care. Screening 

HEALTH CARE 

Refer from AFTERCARE. DENTAL, MEDICAID. MEDI- 
CAL CARE; MEDICAL SERVICES; MCDICARE, PA- 
TIENT CARE 

Broader term Social Welfare Services 

Related terms Aged. Child Welfare. Convalescence, 
Delivery, Disorders. Dysfunctional Persons. Family Ser- 
vices, Health. Home Care, Hospitals. Legislation. 
Medicine. Nursing Homes. Public Health 

HEARING 

Refer from AUDIBLE, AUDITORY. AUDITORY CUES. 

AURAL, LISTENING 
Broader term Senses 

Related terms Acoustics. Audiology; Audiometry, Conduc- 
tion. Discrimination. Ear 

HEARING AIDS 

Broader term Prosthetics 

Related terms Audiology. Audiometry. Audiovisual Aids. 
Deaf. Ear. Hearing Disorders. Sensory Aids 

HEARING DISORDERS 

Refer from AURALLY HANDICAPPED. HEARING IM- 
PAIRMENT. HEARING LOSS. 1EARING PROBLEMS 
Narrower terms Deafness 
Broader term Disorders 

Related terms Communication Disorders. Deaf. Discrimina- 
tion. Ear, Ear Disorders. Hearing Aids. Language Disor> 
ders. Speech Disorders 

HEARING IMPAIRED 

Use DEAF 

HEARING IMPAIRMENT 

Use HEARING DISORDERS 

HEARING PROBLEMS 

Use HEARING DISORDERS 

HE4RT 

Use CARDIAC FUNCTION 

HEART DISORDERS 

Refer from CARDIACS. CORONARY DISEASE; FIBRIL> 
LATION. MITRAL STENOSIS. MYOCARDIAL INFARC- 
TION. RHEUMATIC VALVE 
Broader term Cardiovascular Disorders 
Related terms Cardiac Function, Cardiac Surgery 

HEAT 

Use TEMPERATURE 



HEAT TREATMENT 

Referfrom DIATHERMY 
Broader term Physical Therapy 
Related terms Temperature 

HEMARTHROSES 

Use CARDIOVASCULAR DISORDERS 

HEMATOMA 

Broader term Cardiovascular Disorders 
Related terms Blood Flow 

HEMIPARESIS 

Use MUSCLE DISORDERS 

HEMIPLEGIA 

Referfrom HEMIPLEGICS 
Broader term Neuromuscular Disorders 
Related terms Cerebrovascular Disorders. Paralysis. 
Paraplegia. Spinal Cord Injury. Stroke 

HEMIPLEGICS 

Use HEMIPLEGIA 

HEMOPHILIA 

Referfrom HEMOPHILIAC 
Broader term Congenital Defects 
Related terms Blood Flow 

HEMOPHILIAC 

Use HEMOPHILIA 

HEMORRHAGE 

Use CARDIOVASCULAR DISORDERS 

HEREDITY 

Use GENETICS 

HIGHSCHOOL 

Broader term Schools 

HIGHSCHOOL STUDENTS 
Use STUDENTS 

HIGHSCHOOL YOUTH 

Use STUDENTS 

HIGHSCHOOLS 

Related terms Public Schools 

HINDER 

Use PREVENTION 

HIP 

Use JOINTS 

HIPPIES 

Use YOUNG ADULTS 

HIRING 

HISTORY 

Use DOCUMENTS 

HOME CARE 

Broader term Family Services 

Related terms' Convalescence. Day Care. Health Care, 
Nursing Homes 

HOME ECONOMICS 

Refer from- HOMEMAKING. HOUSEHOLD MANAGE- 
MENT. HOUSEKEEPING 
Broader term Knowledge Areas 

Related terms Education; Finance. Living Conditions. Nutri- 
tion 

HOMEBOUND 

Broader term Disabled 

Related terms Activities Of Daily Living; Aged; Amputees. 
Living Conditions; Multiple Disabilities. Severely Disabled 
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ILLUSTRATIONS 



HOMEKITCHENS 

Use EQUIPMENT 

HOMEMAKERS 

Refer from HOUSEKELPER 
Broader term Occupations 
Related terms Nursing 

HOMEMAKING 

Vse HOME ECONOMICS 

HOMES 

Refer from HOMESETTING, HOUSEHOLD 
Broader term Living Facilities 

Related terms Foster Care, Living Conditions, Nursing 
Homes 

HOMESETTING 

Vse HOMES 

HOMEWORK 

Broader term Employment 
Related terms Job 

HOMOSEXUALITY 

Vse SEX 

HORTICULTtjlALIST 
Vse FARMING 

HOSPITAL 

Refer from INPATIENT FACILITIES, NURSERY 
Related terms Clinic, Medicine 

HOSPITALIZATION 

Refer from HOSPITALIZED 
Broader term Institutionalization 

'HOSPITALIZED 

Vse HOSPITALIZATION 

HOSPITALS 

Refer from BURTON ACT, INTERHOSPITAL 
Narrower terms General Hospitals, Mental Hospitals 
Broader term Facilities 

Related terms Centers, Clinic, Day Care, Health Care, In- 
stitutions, Living Conditions, Patients 

HOSTILITY 

Vse EMOTIONS 

HOURLY 

Vse- TIME 

HOURLY RATED 

Vse COMPENSATION 

HOUSEHOLD 

Vse HOMES 

HOUSEHOLD MANAGEMENT 

Vse HOME ECONOMICS 

HOUSEKEEPER 

Vse HOMEMAKERS 

HOUSEKEEPING 

Vse- HOME ECONOMICS 

HOUSEPARENTS 

Broader term. Occupations 

Related terms Child Care, Halfway House, Parents; Re- 
sidential Centers 

HOUSES 

Refer from HOUSING 
Broader term Living Facilities 

Related terms. Halfway House; Living Conditions, Public 
Housing 



HOUSING 

Use HOUSES 

HOUSTON 
Use FIELD 

HUMAN DIGNITY 

Use HUMANITARIANISM 

HUMAN RELATIONS 

Broader term Interpersonal Relations 

Related terms Dependency, Intimacy, Loneliness, Marriage, 
Public Relations, Socialization, Visiting 

HUMAN RESOURCES 

Narrower terms Ability, Intelligence, Manpower, Personality, 

Potential, Senses, Sensitivity, Skill 
Broader term Resources 
Related terms Social Welfare 

HUMANITARIANISM 

Refer from HUMAN DIGNITY 
Broader term Values 

Related terms Behavior. Morals, Priorities, Religion 

HYALURONIDASE 

Use SUBSTANCES 

HYDRAULICS 

Use MECHANICS 

HYDRONEPHROSIS 

Use KIDNEY DISORDERS 

HYDROTHERAPY 

Broader term Physical Therapy 
Related terms Exercise, Temperature 

HYGIENE 

Use HEALTH 

hypertii:nsion 

Use. CARDIOVASCULAR DISORDERS 

IDAHO 

Use FIELD 

IDENTIFICATION 

Refer from DEFINE, DELINEATE, EMPATHY, IDENTIFY 

Broader term Classification 

Related terms Emotions; Patterns, Personality 

IDENTIFY 

Use IDENTIFICATION 

IDENTITY 

Use: PERSONALITY 

IDIOMS 

Use LANGUAGE 

ILEOSTOMY 

Broader term Surgery 

Related terms Cancer, Colostomy, Gastrointestinal System 
ILL 

Use. DYSFUNCTIONAL PERSONS 

ILLEGITIMACY 

Broader term Dysfunctions 

Related terms Law, florals. Parents, Sex 

ILLITERACY 

Use READING 

ILLNESS 

Use DISORDERS 

ILLUSTRATIONS 

Use AUDIOVISUAL AIDS 
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IMAGE 

Use PERSONALITY 

IMAGINATION 

Use CREATIVITY 

IMMIGRATION 

Use MOBILITY 

IMMOBILITY 
Use MOBILITY 

IMMOBILIZATION 
Use MOBILIZATION 

IMMUNE RESPONSE 
Use PATHOLOGY 

IMMUNOLOGY 
Use PATHOLOGY 

IMPAIRED 

Us^ DISABLED 

IMPAIRMENT 

Use DISABILITY 

IMPEDED 

Use PREVENTION 

IMPLANTATION 

Use SURGERY 

IMPOVERISHED 
Use POVERTY 

IMPROVEMENT 

Refer from. PERFECT, REMEDIAL, UPGRADE 
Broader term Change 

Related terms Adaptation « Adjustment, Correction, En- 
richment, Innovation. Modification, Transformation. 
Transition 

INABILITY 

Use ABILITY 

INCAPABLE 

Use CAPACITY 

INCAPACITY 

Use CAPACITY 

INCENTIVES 

Broader term Motivation 
Related terms Interest 

INCIDENCE 
Refer from PREVALENCE, RATE 
Broader term Measures 

Related terms Epidemiology, Morbidity, Mortality, Statistics 
INCOME 
Refer from EARNINGS 
Broader term Socioeconomics 

Related terms Cla!;ses. Compensation, Employment, Family 
Planning* Fir^nctul Aid. Funding. Independence, Low In- 
come, Middle Income, Poverty 

INDEPENDENCE 

Refer from. INDEPENDENT 
Broader term Relations 

Related terms Dependency, Income, Interpersonal Relations, 
Living Conditions, Membership, Passivity 

INDEPENDENT 

Use. INDEPENDENCE 

INDEPENDENT LIVING 
Use LIVING CONDITIONS 



INDEX 

Use DOCUMENTS 

INDIA 

Use COUNTRIES 

INDIAN 

Use ETHNIC GROUPS 

INDICATORS 

Refer from SOCIAL INDICATORS 

Broader term Criteria 

Related terms Analysis, Demography 

INDIGENT 

Use POOR 

INDUSTRIAL ACCIDENTS 

Use ACCIDENTS 

INDUSTRIES 

Refer from SHOP 
Broader term Processes 

Related terms Business, Marketing, Placement, Unions. 
Work 

INDUSTRY 

Broader term Facilities 
Related terms Business, Unions 

INELIGIBLE 

Use ELIGIBILITY 

INEXPENSIVE 

Use COSTS 

INFANTS 

Use CHILDREN 

INFECTION 

Use DISORDERS 

INFERENCE 

Use RELATIONS 

INFLECTION 

Use SPEECH 

INFORMATION 

Refer from RETRIEVAL 
Narrower terms Data, Documents 
Broader term Resources 

Related terms. Admission. Aids, Collection. Communication, 
Counseling, Decision, Dissemination, Education, Instruc- 
tion, Referral. Training 

INFORMATION PROCESSING 

Use DATA PROCESSING 

INFRARED LAMP 

Use EQUIPMENT 

INHALATION 

Use' PULMONARY PHYSIOLOGY 

INHIBITION 

Broader term Dysfunctions 

Related terms Barriers, Competition; Conflict, Prevention 
INJURIES 

Refer from DISFIGURED, DISFIGUREMENT, HEALING, 

SCAR, TRAUMATIC, WOUND HEALING 
Narrower terms Brain Damage, Burns. Facial Di!;figurement, 

Fractures. Spinal Cord Injury 
Broader term ' Disorders 

Related terms Accidents, Defects, Wound Healing 

INKPRINT 

Use WRITING 
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INMATES 

Refer from PRISONER 
Broader term Roles 

Related terms Correctional Personnel. Criminals. Institu- 
tionalization. Mentally III. Offenders. Prisons. Probation. 
Residents 

INNOVATION 

Refer from INTRODUCE 
Broader term Change 

Related terms Adaptation. Adjustment, Change Agents. Im- 
provement. Modification. Transformation. Transition 
INPATIENT 

Use PATIENTS 

INPATIENT FACILITIES 

Use HOSPITAL 

INSENSITIVE 

Use SENSITIVITY 

INSERVICE 

Use TRAINING 

INSIGHT 

Vse COMPREHENSION 

INSTITUTES 

Broader term Communication 

Related terms Continuing Education. Professions 

INSTITUTIONALIZATION 

NarroM er terms Hospitalization 
Broader term Processes 

Related terms Admission. Correction* Correctional Person- 
nel, Criminals. Discharge. Inmates. Nurses. Physicians 

INSTITUTIONS 

Narrow er terms Prisons 
Broader term facilities 

Related terms Centers. Hospitals. Living Conditions 

INSTRUCTION 

Refer from LESSON, TEACH 

NarroH er terms Programmed Instruction 

Broader term Education 

Related terms Adult Education. Communication. Doc imcnts. 
Educators. Information. Learning. Orientation. Training. 
Training Aids 

INSTRUCTION MANUAL 

Use DOCUMENTS 

INSTRUCTIONAL MATERIALS 

Use TRAINING AIDS 

INSTRLCTOR 

Use EDUCATORS 

INSTRUMENTS 

Narrower terms Questionnaires 
Broader term' Equipment 
Related terms Components 

INSURANCE 

Refer from DISABILITY INSURANCE; INSURERS. OASDI 
Broader term Finance 

Related terms Beneficiaries. Benefits. Compensation* Work- 
men's Compensation 

INSURERS 

Use INSURANCE 

INTAKE 

Use CLIENTS 



INTEGRATION 

Broader term Structure 

Related terms Isolation. Minority Groups. Segregation 

INTELLECTUAL 

Use INTELLIGENCE 

INTELLIGENCE 

Refer from GIFTED. INTELLECTUAL. INTELLIGENT. 10 
Narroner frms Cognition, Comprehension. Discrimination. 

Reasoning 
Broader term Human Resources 

Related terms Ability. Brain Damage. Creativity. Mentally 
Retarded. Mongolism. Personality. Potential 

INTELLIGENT 

Use INTELLIGENCE 

INTELLIGIBILITY 

Use UNDERSTANDING 

INTERACTIONS 

Refer from MASKING 

NarroY^er terms Causes. Cooperation. Coordination. Effects. 

Interagency Relations. Liaison; Teamwork 
Broader term Relations 

Related terms Community Relations; Dependency. Dynam- 
ics. Effects. Interpersonal Relations; Involvement. Morale. 
Work Adjustment 

INTERAGENCY RELATIONS 

Refer from MULTIAGENCY 
Broader term Interactions 

Related terms Cooperation. Coordination. Rehabilitation 
Agencies 

INTERCOUNTRY 

Use INTERNATIONAL RELATIONS 

INTEREST 

Broader term: Motivation 
Related terms Incentives 

INTERFERENCE 

Use INVOLVEMENT 

INTERHOSPITAL 

Use HOSPITALS 

INTERNATIONAL COUNCIL OF EDUCATORS 

Broader term Organizations 
Related terms Educators 

INTERNATIONAL INFORMATION EXCHANGE 

Broader term: Communication 
Related terms' Dissemination 

INTERNATIONAL RELATIONS 

Refer from - INTERCOUNTRY 
Broader term Relations 
Related terms Public Relations 

INTERNSHIP 

Broader term Education 

Related terms Adult Education. Employment. Medical Edu- 
cation 

INTERPERSONAL RELATIONS 

Narrower terms Dependency. Human Relations. Intimacy. 

Marriage. Public Relations; Visiting 
Broader term. Relations 

Related terms- Dependency. Independence. Interactions. In- 
volvement. Loneliness. Membership. Participation. 
Psychotherapy; Social Adjustment 
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INTERPRET 

Use COMPREHENSiON 

INTERRELATIONS 

Vsr RELATIONS 

INTERVENTION 

Use INVOLVEMENT 

INTERVIEWING 

Brocder term Social Welfare Services 

Related terms Case Work. Casework. Counseling. Question- 
naires 

INTIMACY 

Broader term Interpersonal Relations 
Related terms Human Relations 

INTONATION 

Vse VOICE 

INTRODUCE 

Vse INNOVATION 

INTRUSION 

Vse INVOLVEMENT 

INVENTORIES 

Vse. ACCOUNTING 

INVESTIGATION 

Vse EVALUATION 

INVESTIGATORS 

Refer from EXPERIMENTER. RESEARCHERS 
Broader term Professions 

Related terms Admission. Collection. Coordinators. Evalua- 
tors 

INVOLUNTARY MOVEMENT 

Broader term Movement 

INVOLVFMENT 

Refer from INTERFERENCE. INTERVENTION, INTRU- 
SION. REINVOLVEMENT 
Narrower terms Membership. Participation 
Broader term Relations 

Related terms Community Relations. Dependency. Interac- 
tions. Interpersonal Relations 

IOWA 

Vse FIELD 

10 

Vse INTELLIGENCE 

IRRADIATION 

Broader term Physical Therapy 
Related terms Cancer. Therapy 

ISCHEMIA 

Vse CARDIOVASCULAR DISORDERS 

ISOLATION 

Broader term Structure 

Related terms Integration. Public. Segregation 

ISOMETRIC 

Vse EXERCISE 

ISOTONIC 

Vse EXERCISE 

ISRAEL 

Vse COUNTRIES 

ITALY 

Vse COUNTRIES 



ITINERANT 

Use MIGRANTS 

JAIL 

Use PRISONS 

JANITOR 

Use OCCUPATIONS 

JOB 

Refer from JOB MOBILITY. POSITIONS 
Broader term Employment 

Related terms Employment. Homework. Mobility. Occupa- 
tions. Probation. Retirement. Sheltered Employment. 
Summer Employment. Tasks. Unemployment. Work 

JOB ANALYSIS 

Broader term Analysis 

Related terms Employment. Vocational Evaluation. Work 
Performance. Work Samples 

JOB MOBILITY 

Use JOB 

JOB PERFORMANCE 

Use WORK PERFORMANCE 

JOB PLACEMENT 

Refer from JOB PROGRAM 
Broader term Placement 
Related terms Employment 

JOB PROGRAM 

Use JOB PLACEMENT 

JOB SAMPLE 

Use WORK SAMPLES 

JOB SATISFACTION 

Use WORK ADJUSTMENT 

JOB TRAINING 

Use VOCATIONAL TRAINING 

JOB TRYOUT 

Use PROBATION 

JOINTS 

Refer from ELBOW. HIP. LIGAMENTS. SHOULDER. 

WRIST EXTENSION 
Broader term Musculoskeletal System 

Related terms Arthritis. Bones. Connective Tissue. Muscles, 
Tendon 

JUDGMENT 

Narrower terms Bias 
Broader term Orientation 

Related terms Attitudes. Comprehension. Opinion, Reason- 
ing. Understanding 

JUSTICE 

Broader term Rules 

Related terms Civil Liberty. Courts. Law. Policies. Rights 

JUVENILE 

Use YOUNG ADULTS 

.lUVENILE DELINQUENCY 

/?r/rr/rom JUVENILE DELINQUENTS 
Broader term Delinquency 
Related terms Children. Crime 

JUVENILE DELINQUENTS 

Use JUVENILE DELINQUENCY 

KENTUCKY 
Use FIELD 
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LENS 



KERATIN 

Use SKIN 

KIDNEY DISORDERS 

Refer from HYDRONEPHROSIS 
Broader term Disorders 

KIDNEY FUNCTION 
Refer from RENAL FUNCTION 
Broader term Physiology 

KINEMATICS 

Vse MOVEMENT 

KINESCOPES 
Vse AUDIOVISUAL AIDS 

KINESIOLOGY 

Use MOVEMENT 

KINESTHESIS 

Vse MOVEMENT 

KNEE 

Vse LEG 

KNOWLEDGE AREAS 

Narrower terms Behavioral Sciences, Biochemistry. Ecology, 
Engineering, Genetics, Home Economics, Linguistics, 
Medicine, Physical Sciences, Physiology, Social Work; 
Statistics, Technology 

Broader term Environment 

KOREA 

Vse COUNTRIES 

LABOR 

Vse WORK 

LABOR UNIONS 
Vse UNIONS 

LABORATORIES 

Vse FACILITIES 

LAG 

Vse TIME 

LAMINECTOMY 

Broader term Surgery 

Related terms Bones, Neuromuscular Disorders, Spine 
LAMP 
Vse EQUIPMENT 

LANGUAGE 

Refer from BILINGUAL, IDIOMS, LETTER PREDICTION; 

SENTENCE, VOWELS, WORDS 
Narrower terms Braille, Context; English, German, Symbols, 

Vocabulary 
Broader term Processes 

Related terms Audiovisual Aids, Communication, Countries, 
Linguistics, Speech, Voice 

LANGUAGE DISORDERS 

Broader term Communication Disorders 

Related terms Aphasia, Hearing Disorders, Speech Disorders 

LANGUAGE RETRAINING 
Broader term Training 
Related terms Communication Disorders 

LARYNGEAL SPHINCTER 

Vse MUSCLES 

LARYNGECTOMY 
Broader term Surgery 
Related terms. Cancer, Larynx, Voice 



LARYNX 

Broader term Body 
Related terms Laryngectomy 

LAS VEGAS 

Vse FIELD 

LATENCY 
Use TIME 

LATIN AMERICAN 

Vse COUNTRIES 

LAW 

Refer from LEGAL, MANDATORY, PARALEGAL, 

SUBLEGAL 
Narrower terms Courts 
Broader term Rules 

Related terms Adoption, Control, Correction, Crime, 
Criminals, Dysfunctional Persons, Dysfunctions, Govern- 
ment, Illegitimacy, Justice; Offenders, Policies, Responsi- 
bility, RighU, Social Welfare 

LAWYERS 

Broader term Professions 

LEAD 

Broader term Substances 
Related terms Pharmacology 

LEADER 

Vse LEADERSHIP 

LEADERSHI*^ 

Refer from LEADER 
Broader term. Pr'^osscs 
Related terms Roles 

LEARNING 

Refer from UNDERACHIEVERS 
Broader term: Processes 

Related terms Cognition. Communication, Conditioning, Dis- 
crimination, Education, Instruction, Linguistics, Motiva- 
tion, Reading, Training. Understanding 

LEG 

Refer from ANKLE; KNEE; LOWER EXTREMITIES, 

PATELLAR 
Broader term Limbs 
Related terms' Artificial Limbs; Feet 

LEGAL 

Vse LAW 

LEGAL AID 
Broader term ' Aid 
Related terms. Financial Aid 

LEGISLATION 

Narrower terms Lobbying 
Broader term Government 

Related terms' Courts; Government, Health Care, Selective 
Service, Social Security 

LEGISLATURE 

Vse GOVERNMENT 

LEISURE 

Related terms Employment 

LENGTH 
Broader term Measures 

LENS 

Broader term' Equipment 

Related terms Eye. Opticil Aids, Vision 
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LEPROSY 

Broader term Disorders 

LESSON 

Use INSTRUCTION 

LETTER PREDICTION 

Use LANGUAGE 

LIABILITY 

Use RESPONSIBILITY 

LIAISON 

Broader term Interactions 

Related terms Cooperation, Coordination, Teamwork 

LIBRARIES 

Broader term Facilities 

Related terms Audiovisual Aids, Collection, Documents, 
Education, Exhibits, Museums, Recreation 

LICENSING 

Broader term Control 

Related ternn Accreditation. Admission, Ceri fication 
LIFE 

Broader term Physiology 

Related terms Living Conditions 

LIFE STYLE 

Refer from FAMILY STYLE 

Broader term Behavior 

Related terms ^ceptance. Achievement 

LIGAMENTS 

Use JOINTS 

LIMBS 

Refer from EXTREMITY 

Narrower terms Arm, Feet, Hand, Leg 

Broader term Body 

Related terms Artificial Limbs 

LINE DIAGRAMS 

Use AUDIOVISUAL AIDS 

LINGUISTICS 

Refer from PHONEME, PHONETICS, PSYCHOLIN- 

CUISTIC, SEMANTICS; SYNTAX 
Broade, term Knowledge Areas 
Related terms Communication, Language, Learning 

LIP 

Broader term Head 

LIP READING 

Broader term Reading 
Related terms Deaf 

LISTENING 
Use HEARING 

LITERACY 

Broader term Conditions 

LITERATURE 

Use DOCUMENTS 

LIVING 

Use LIVING FACILITIES 

LIVING CONDITIONS 

Refer from. INDEPENDENT LIVING 
Broader term. Conditions 

Related terms Activities Of Daily Living, Halfway House; 
Home Economics, Homebound; Homes; Hospitals; Houses; 
Independence, Institutions, Life, Residential Centers 



LIVING FACILITIES 

Refer from APARTMENTS, DOMICILIARY, DORMITO- 
RIES, LIVING, RESIDENCE, RESIDENTIAL, RE- 
SIDENTIAL FACILITY 

Narrower terms Halfway House, Homes, Houses, Nursing 
Hones, Public Housing 

Broader term Facilities 

Related terms Centers, Residential Centers, Schools 

LOBBYING 

Broader term Legislation 

LOBECTOMY 
Use BRAIN 

LOCALIZATION 

Use DISCRIMINATION 

LOCOMOTION 

Use MOVEMENT 

LONELINESS 

Broader term Emotional Disorders 

Related terms Alienation, Depression, Human Relations. In- 
terpersonal Relations 

LONG TERM 
Use DURATION 

LONGITUDINAL STUDY 

Narrower terms Follow Up 

Broader term Evaluation 

Related terms Analysis, Measures, Time 

LOS ANGELES 

Use FIELD 

LOSS 

Use DISORDERS 

LOUDNESS 

Use SOUND 

LOUISIANA 

Use FIELD 

LOW BACK PAIN 

Use NEUROMUSCULAR DISORDERS 

LOW INCOME 

Broader term Socioeconomics 

Related terms Culturally Disadvantaged, Depressed Areas. 
Disadvantaged; Financial Aid, Ghetto. Income. Needs. 
Poor, Poverty, Unemployed 

LOW INCOME HOUSING 
Use PUBLIC HOUSING 

LOW VISION 

Use VISUAL DISORDERS 

LOW VISUAL ACUITY 

Use VISUAL DISORDERS 

LOWER EXTREMITIES 

Use LEG 

LUMP SUM 

Use FINANCE 

LUNCH 

Use FOOD 

LUNG DISEASE 

Use: PULMONARY DISORDERS 

MACHINE 

Use EQUIPMENT 
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MAIL 

Use COMMUNICATION 

MAINE 

Use FIELD 

MAINTENANCE 

Broader term Control 

MALADJUSTED 

Use ADJUSTMENT 

MALE 

Use MEN 

MALFORMATIONS 

Use DEFECTS 

MALPOSTURE 

Use POSTURE 

MANAGEMENT 

Use ADMINISTRATION 

MANDATORY 

Use LAW 

MANPOWER 

Broader term Human Resources 

Related terms Ability. Employment. Training 

MANUAL 

Use DOCUMENTS 

MANUAL COMMUNICATION 

Refer from FINGER SPELLING 
Broader term Communication 
Related terms Deaf. Signal 

MANUALS 

Use DOCUMENTS 

MANUFACTURE 

Use PRODUCTION 

MANUFACTURING 

Related terms Business 

MANUSCRIPT 

Use DOCUMENTS 

MAPS 

Use AUDIOVISUAL AIDS 
MARKETING 

Refer from MERCHANDISING. SALES. VENDING. VEN- 
DOR 

Broader term Processes 

Related terms Allocation. Business. Distribution. Industries; 
Sheltered Workshops 

MARRIAGE 

Refer from DIVORCE 

Broader term Interpersonal Relations 

Related terms Dependency. Human Relations 

MARYLAND 

Use FIELD 

MASKING 

Use INTERACTIONS 

MASS MOMENT 

Use PHYSICAL SCIENCES 

MASS TRANSIT RATE 

Use TRANSPORTATION 

MASSACHUSETTS 

Use, FIELD 



MASSAGE 

Use PHYSICAL THERAPY 

MASTECTOMY 
Use BREAST 

MASTOID 

Use BONES 

MASTOIDITIS 

Broader term Disorders 
Related terms Eai Disorders 

MATERIALS 

Use EOLIPMENT 

MATERNAL 
Use PARENTS 

MATURITY 

Broader term Norma! Functions 

Related terms Behavior. Emotional Disorders. Personality 

MEALS 

Use FOOD 

MEANS 

Use PROCESSES 

MEASURE 

Refer from SCALING 

Marroner terms Audiometry. Sociometry. Telemetry 
Broader term Evaluation 

Related terms Analysis. Criteria. Evaluate, Feasibility. Mea- 
sures. Standardization, Standards 

MEASUREMENT 
Use MEASURES 

MEASURES 

Refer from MEASUREMENT 

Narrower terms Capacity. Effectiveness. Efficacy. Efricicnc>. 

Gam. Incidence. Length. Morbidity. Mortality. Quality. 

Rating, Size, Strength. Time. Trends, Utilt.y. Validity 
Broader term Evaluation 

Related terms Adequacy. Analysis. Characteristics. Cnteru. 
Evaluate. Feasibility. Longitudinal Study, Measure. Pro- 
gram Studies. Sociometry. Standards. Statistics. Tests. 
Values 

MECHANICAL COMMUNICATION 

Broader term Communication 

MECHANICS 

Refer from FLUID MECHANISM. GYRATION. HYDRAU- 
LICS. PRESSURE. TORQUE 
Broader tern} Engineering 

Related terms Bioengineering, Equipment, Rehabilitation En- 
gineering 

MECHANISM 

Use EQUIPMENT 

MEDICAID 

Use HEALTH CARE 

MEDICAL CARE 

Use HEALTH CARE 

MEDICAL EDUCATION 

Broader term Education 

Related terms Adult Education, Continumg Education, drad- 
uate Education. Internship; Physicians 

MEDICAL SCHOOLS 
Use SCHOOLS 

MEDICAL SERVICES 
Use HEALTHCARE 
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MEDICAL STUDENTS 

MEDICAL STUDENTS 

Use STUDENTS 

MEDICARE 

Use HEALTH CARE 

MEDICATIONS 

Use DRUGS 

MEDICINE 

Rffer from BIOMEDICAL 

Narroyr terms Epidemiology, Geriatrics. Ophthalmology 

Orthopedics. Pathology. Pharmacology. Psychiatry 
Broader term Knowledge Areas 

Related terms Biochemistry, Body. Clinic. Cosmetic Reha- 
bilitation. Diagnosis. Disorders. Health Care. Hospital 
Physiology. Prevention. Public Health. Surgery. Therapy ' 
MEETINGS 

Use CONFERENCES 
MEMBERSHIP 

Broader term Involvement 

Related terms Independence. Interpersonal Relations. Or- 
ganizations. Participation 
MEMORY 

Refer from RECALL 
Broader term Physiology 

Related terms Brain Damage. Comprehension. Reasoning 
Understanding 

MEN 

Refer from MALE 
Broader term Population 
Related terms Adults. Culture 
MENTAL DISABILITY 

Use MENTAL DISORDERS 
MENTAL DISORDERS 

Rffer from CHARACTER DISORDER. MENTAL DISA- 
BILITY. MENTAL ILLNESS. MENTAL PROBLEMS 
PERSONALITY DISORDERS. PSYCHIATRIC DISOr' 
DERS.PSYCHOPATHOLOGY 
Narro^^er terms Psychosis. Schizophrenia 
Broader term Disorders 

Related terms Behavior Disorders, Communication Disor- 
ders. Emotional Disorders. Emotionally Disturbed. Mental 
Health. Mental Patients. Mental Retardation. Mentally III 
Neuropsychiatry. Personality. Psychiatrists 
MENTAL HEALTH 
Broader term Health 

Related terms Mental Disoiders. F sychiatrists 
MENTAL HOSPITALS 

Refer from PSYCHIATRIC HOSPI TAL 

Broader term Hospitals 

Related terms Halfway House 
MENTAL ILLNESS 

Use MENTAL DISORDERS 
MENTAL PATIENTS 

Refer from PSYCHIATRIC PATIENTS. PSYCHlATRI- 
CaLLY DISABLED. SCHIZOPHRENIC PATIENTS 

Broader term Patients 

Related terms Expatients. Halfway Ho.se. Mental Disorders 
Mentally III. Mentally Retarded. Posthospital.zation 
MENTAL PROBLEMS 

Use MENTAL DISORDERS 
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MENTAL RETARDATION 

Refer from RETARDATION 
Broader term Disorders 

Related terms Brain Damage. Emotional Disorders. Mental 
Disorders Mongolism 

MENTALLY ILL 

Broader term Dysfunctional Persons 

Related terms Inmates. Mental Disorders. Mental Patients. 
Neuropsychiatry 

MENTALLY RETARDED 

Refer from RETARDATES 
Broader term Disabled 

Related terms Educability. Employment Of Retardates Intel- 
ligence, Mental Patients. Workshops 

MERCHANDISING 

Use Marketing 

METABOLISM 

Broader term Physiology 

Related terms Diabetes. Food. Nutrition. Obesity 
METALLIC 

Use SUBSTANCES 

METALWORKING 
Vse CRAFTS 

METHOD 

Use PROCESSES 

METROPOLITAN 

Vse CITY 

MEXICAN 

Use ETHNIC GROUPS 
MEXICAN AMERICANS 

Vse ETHNIC GROUPS 
MEXICO 

Use COUNTRIES 

MICHIGAN 

Use FIELD 

MICROMINIATURE 

Use SIZE 

MICROWAVES 

Use ELECTRONICS 

MICTURITION 

Use BLADDER 

MID LIFE 

Use ADULTS 

MIDDLE CLASS 

Use MIDDLE INCOME 
MIDDLE INCOME 

Refer from MIDDLE CLASS 
Broader term Socioeconomics 
Related terms Income 

MIGRANTS 

Refer from ITINERANT 
Broader term Roles 
Related terms Mobility, Workers 
MIGRATION 
Use MOBILITY 

MILIEU 

Vse RELATIONS 
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MILIEU THERAPY 

Use PSYCHOTHERAPY 

MINNEAPOLIS 
Use FIELD 

MINNESOTA 

Use FIELD 

MINORITY GROUPS 

Broader term Roles 

Related terms Cultural Difference. Culture. Disabled. Disad- 
vantaged, Ethnic Groups. Integration. Mobility. Segrega- 
tion 

MISARTICULATION 

Use SPEECH 

MISDEMEANANT 

Use CRIME 

MISDEMEANORS 

Vse CRIME 

MISSISSIPPI 

Vse FIELD 

MISSOURI 
Vse FIELD 

MITRAL 

Vse CARDIAC FUNCTION 

MITRAL STENOSIS 

V%e HEART DISORDERS 

MMPI 

Vse TESTS 

MOBILITY 

Refer from GEOGRAPHIC MOBILITY. IMMIGRATION. 

IMMOBILITY. MIGRATION 
Broader term Movement 

Related terms Ambulation. Automobile, Blind. Cane. Cane 
Techniques. Job. Migrants. Minority Groups. Mobilization. 
Passivity. Socioeconomics, Structure, Travel 

MOBILITY TRAINING 

Broader term Training 
Related terms Movement 

MOBILIZATION 

Rtferfrom IMMOBILIZATION 

Broader term Movement 

Related terms Mobility. Physical Therapy 

MODELING 

Referfrom SIMULATION 
Broader term Planning 

Related terms Community Planning. Decision. Theory 

MODIFICATION 

Broader tern} Change 

Related terms Adaptation. Adjustment. Behavior Modifica- 
tion. Correction. Improvement. Innovation. Operant Condi- 
tioning. Therapy. Trantormation 

MONEY 

Vse FINANCE 

MONEY MANAGEMENT 

Vse FINANCIAL ADMINISTRATION 

MONGOLISM 

Broader urm Congenital Defects 

Related terms Intelligence. Mental Retardation 



MORALE 

Broader term Attitudes 

Related terms Commitment, Interactions. Motivation. N^ork 
Adjustment. W«>rk Evaluation 

MORALS 

Broader term V alues 

Related terms Attitudes. Behavior. Humanitarianism. Il- 
legitimacy. Religion 

MORBIDITY 

Broader term Measures 

Related terms Disorders, Incidence. Mortality, Statistics 

MOROCCO 

Vse COUNTRIES 

MORTALITY 

Broader term Measures 

Related terms Disorders, Incidence, Morbidity, Statistics 

MOTHER 

Vse PARENTS 

MOTION 

Vse MOVEMENT 

MOTION PICTURE 

Vse AUDIOVISUAL AIDS 

MOTIVATION 

Referfrom REMOTIVATION 
Narro\%er terms Incentives, Interest 
Broader term Goals 

Related terms Acceptance, Attitudes, Behavior, Commit- 
ment, Dependency, Expectations, Learning. Morale, Occu- 
pations, Orientation. Relations. Roles 

MOTOR CORTEX 
Vse BRAIN 

MOTOR UNIT 

Use EQUIPMENT 

MOTOR VEHICLE 

Vse EQUIPMENT 

MOTORS 

Vse EQUIPMENT 

MOVEMENT 

Refer from AFHETOID. DIRECTED MOTION, 
DIRECT EDNESS. KINEMATICS, KINESIOLOGY, 
KINESTHESIS. LOCOMOTION, MOTION, STEREOTAC- 
TIC. STEREO! ROPISM 

Narrower terms Ambulation. Gestures. Involuntary Move- 
ment, Mobility, Mobilization. Travel 

Broader term Processes 

Reiated terms Bioengineertng. Mobility Training. Physical 
Therapy. Senses 

MOVIE 

Vse AUDIOVISUAL AIDS 

MULTIAGENCY 

Vse INTERAGENCY RELATIONS 

MULTICOMMUNITY 

Vse GEOGRAPHIC AREAS 

MULTIDISABILITY 

Vse MULTIPLE DISABILITIES 

MULTIDISCIPLINE 

Vse ORIENTATION 



MULTJETHNIC 

Vse ETHNIC GROUPS 
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MULTIPLE DISABILITIES 

Refer from MULTIDISABILITY. MULTIPLE DISABLED. 
MULTIPLE HANDICAPPED 

Bioader term Disability 

Related terms Blind, Deaf, Homcbound. Quadriplegics, 
Severely Disabled 

MULTIPLE DISABLED 

Vse MULTIPLE DISABILITIES 

MULTIPLE HANDICAPPED 

Use MULTIPLE DISABILITIES 

MULTIPLE REGRESSION 

Use STATISTICS 

MULTIPLE SCLEROSIS 

Broader term Neuromuscular Disorders 

MULTISERVICE CENTERS 
Vse COMPREHENSIVE CENTERS 

MUNICIPALITIES 

Vse CITY 

MUSCLE DISORDERS 

Refer from DYSKINESIAS. FLACCID. HEMIPARESIS, 
MYOPATHIES 

Broader term Neuromuscular Disorders 

Related terms Connective Tissue Disorders. Convulsions. 
Muscular Dystrophy. Myasthenia Gravis. Myoplasty. Paral- 
ysis. Spasticity 

MUSCLES 

Refer from CONTRACTILE. CONTRACTION. CONTRAC- 
TURES. FLEXOR. LARYNGEAL SPHINCTER. 
SPHINCTER 

Broader term Musculoskeletal System 

Related terms Bones, Connective Tissue, joints. Tendon 

MUSCULAR DYSTROPHY 
Refer from MYOTONIC DYSTROPHICA 
Broader term Neuromuscular Disorders 
Related term\ Muscle Disorders 

MUSCULOSKELETAL SYSTEM 

Refer frrm ENDOSKELETAL 

Sorrower terms Bones, Connective Tissue, Joints. Muscles. 

Spine. Tendon 
Broader term Body 

MUSEUMS 
Broader term Facilities 
Related term'^ Collection, Exhibits. Libraries 

MUSIC 

Use ARTS 

MYASTHENIA GRAVIS 

Broader term Neuromuscular Disorders 
Rviatvd terms Muscic Disorders 

MYOCARDIAL !NFARCTION 
Use HEAR! DISORDERS 

MYOELECTRIC 
Use ELECTROPHYSIOLOGY 

MYOPATHIES 

Use MUSCLE DISORDERS 

MYOPLASTY 

Broader term Surgery 

Related terms Muscle Disorders 

MYOTONIC DYSTROPHICA 

Uie MUSCULAR DYSTROPHY 



NARCOTICS 

Use DRUGS 

NATIONAL 

Refer from NATIONWIDE 

Broader term Geographic Areas 

Related terms Countries, Regions. United States 

NATIONAL REHABILITATION ASSOCIATION 

Broader term Organizations 

NATIONALITY DIFFERENCES 

Use CULTURAL DIFFERENCE 

NATIONWIDE 

Use NATIONAL 

NATIVE 

Use RESIDENTS 

NAVAJO 

Use ETHNIC GROUPS 

NEBRASKA 

Use FIELD 

NECK 

Broader term Body 
Related terms Spine 

NEEDS 

Refer from RESEARCH NEEDS 
Broader term Normal Functions 
Related terms Goals. Low Income, Poor, Resources 

NEEDY 

Use POOR 

NEGRO 

Use ETHNIC GROUPS 

NEIGHBORHOOD 

Use COMMUNITY 

NERVE 

Use NERVES 

NERVE GRAFT 

Use NEUROSURGERY 

NERVES 

Refer front AXONS. BRACHIAL PLEXUS. GANGLIA, 
NERVE. PERIPHERAL NERVE, RECEPTORS, SEN- 
SORIMOTOR. SENSORINEURAL. SENSORS 

Brtfader term Nervous System 

Related terms Brain. Conduction. Electrophysiology. Neu- 
rophysiology. Proprioception* Sen-ory System. Spinal Cord 

NERVOUS SYSTEM 
Refer from CENTRAL NERVOUS SYSTEM. NEURONS. 

PSYCHOMOTOR; REFLEX 
Narrower terms Brain. Nerves; Spinal Cord 
Broader term Body 

Related terms Electrophysiology, Neuromuscular Disorders; 
Neurosurgery. Spina Bifida 

NEURITIS 

Use NEUROMUSCULAR DISORDERS 

NEUROGENIC BLADDER 
Use BLADDER 

NEUROMUSCULAR DISORDERS 

R^fer from LOW BACK PAIN; NEURITIS; NEU- 
ROPATHY. TREMORS 
Narrower terms Convulsions, Hemiplegia. Multiple Sclerosis. 
Muscle Disorders; Muscular Dystrophy; Myasthenia Gravis. 
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Paralysis. Paraplegia, Poliomyelitis. Ouadriplegia, Rheu- 
matic Disorders, Spasticity 
Broader term Disorders 

Related terms Arthritis, Connective Tissue Disorders, Elec- 
trodiagnosis. Laminectomy, Nervous System, Neu- 
rophysiology, Orthopedics, Spinal Cord Injury, Surgery, 
Therapy 

NEURONS 

Vse NERVOUS SYSTEM 

NEUROPATHY 

Vse NEUROMUSCULAR DISORDERS 

NEUROPHYSIOLOGY 

Broader term Physiology 

Related terms Electrophysiology, Nerves, Neuromuscular 
Disorders, Neuropsychiatry 

NEUROPSYCHIATRY 

Broader term Therapy 

Related terms Emotional Disorders, Mental Disorders, Men- 
tally 111, Neurophysiology, Neuropsychology, Psychiatry 

NEUROPSYCHOLOGY 

Broader term Physiology 

Related terms Neuropsychiatry, Psychology 

NEUROSURGERY 

Refer from NERVE GRAFT 
Broader term Surgery 

Related terms Amputation, Brain, Nervous System 

NEVADA 

Vse FIELD 

NEW ENGLAND 

Vse FIELD 

NEW HAMPSHIRE 

Vse FIELD 

NEW HAVEN 

Vse FIELD 

NEW JERSEY 

Vse FIELD 

NEW MEXICO 

Vse FIELD 

NEW YORK 

Vse FIELD 

NEWSLETTER 

V%e DOCUMENTS 

NOISE 

Vse. SOUND 

NOMENCLATURE 

Vse CLASSIFICATION 

NONPROFESSIONAL 

Vse PARAPROFF.SSIONS 

NONSKILLED 
Vse SKILL 

NONSUCCESSFUL 

Vse SUCCESS 

NORMAL FUNCTIONS 

Refer from NORMS 

Narrower terms Activities Of Daily Living, Health, Maturity, 
Needs, Opportunity, Peace, Products, Progress, Reliability, 
Results, Safety, Satisfaction, Success 

Broader term Output 

Related terms - Social Welfare 



NORMS 

Vse NORMAL FUNCTIONS 

NORTH CAROLINA 

Use FIELD 

NORTH DAKOTA 

Vse FIELD 

NOSE 

Broader term Sensory Svstem 

NURSERY 

Vse HOSPITAL 

NURSES 

Refer from PUBLIC HEALTH NURSES 
Broader term Professions 
Related terms Institutionalization 

NURSING 

Related terms Homemakers 

NURSING HOMES 

Broader term Living Facilities 

Related terms Convalescence, Health Care, Home Care, 
Homes, Posthospitalization 

NUTRITION 

Broader term Physiology 

Related terms Biochemistry, Dieticians, Food, Home 
Economics, Metabolism 

OASDI 

Vse INSURANCE 

OBESITY 

Broader term Disorders 
Related terms Metabolism 

OBJECT DETECTION 

Vse DISCRIMINATION 

OBJECTIVES 

Vse GOALS 

OBSTACLES 

Broader term Dysfunctions 

Related terms Accidents, Barriers, Cognition, Confrontation, 
Construction, Discrimi:iation. Hazards 

OCCLUSION 

Broader term Disorders 

Related terms Cardiovascular Disorders 

OCCUPATIONAL EXPERIENCE 

Vse WORK EXPERIENCE 

OCCrPATlONAL THERAPISTS 

Broader term Professions 

OCCUPATIONAL THERAPY 

Refer from WEAVING 
Broader term Therapy 
Related terms Arts, Crafts 

OCCUPATIONAL TRAINING CENTERS 

Broader term Centers 

Related terms' Occupations, Vocational Training 

OCCUPATIONS 

Refer from AGRICULTURE, AVOCATION, CAREERS, 
FARMERS, JANITOR, PIANO TUNER, VOCATION 

Narrower terms Arts, Crafts, Farming, Homemakers, 
Houseparents, Paraprofessions, Professions, Students 

Broader term Resources 

Related terms Adults, Education, Employment, Job. Motiva- 
tion, Occupational Training Centers, Role^ 
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OFFENDERS 

SarroMfr terms Federal Offenders. Public Offenders. Sexual 

Offenders 
Broader term Dysfunctional Persons 

Related terms Crime. Criminals. Delinquency. Inmates. Law. 
Probation 

OHIO 

Use FIELD 

OKLAHOMA 

Vsc FIELD 

OLDER ADULTS 

Refer from SENIOR CITIZENS 
Broader term Adults 
Related terms Aged 

ONSET 

Use DISORDERS 

OPERANT CONDITIONING 

Narrovt er terms Reinforcement 
Broader term Conditioning 

Related terms Behavior. Modification. Psychology 
OPERATE 

Related terms Automobile 

OPERATION 

Refer from DRIVER. DRIVING. PARKING 
Broader term Processes 

OPERATIONS MANUAL 

Use DOCUMENTS 

OPERATIONS RESEARCH 

Broader term Analysis 

Related terms Cost Analysis. Research. Statistics. Systems 
Analysis 

OPHTHALMIC 

Use EYE 

OPHTHALMOLOGISTS 

Broader term Professions 

Related terms Optometrists. Physicians. Vision 

OPHTHALMOLOGY 

Broader term Medicine 
Related terms Eye. Opticil Aids. Vision 
OPINION 

Broader term Attitudes 

Related terms Bias. Commitment. Judgment. Understanding 
OPPORTUNITY 

Hnfader term Norma) Functions 
Related terms Environment 

OPTICAL AIDS 

Refer from EYEGLASS. GLASSES 
Broader term Prosthetics 

Related terms Lens. Ophthalmology, Senary Aids. Vision 
OPTICS 

Use VISION 

OPTIMAL 

Use CONDITIONS 

OPTOMETRISTS 

Broader term Prof' ".sions 

Related terms Ophthalmologists. Vision 



ORCHIFCTOMY 

Broader term Surgery 

OREGON 

Lse FIELD 

ORGANIZATION 

Use STRUCTURE 

ORGANIZATIONS 

Refer from ASSOCIAlIONS 

Sarrofirr terms Boards. Business. Civic Groups. Civil Ser- 
vice. Clearinghouse. Committees. Cooperatives. Credit 
Unions. Goodwill Industries. Group. International Council 
Of Educators. National Rehabilitation Association. SaKa- 
tion Army, Teams. Unesco. Unicef. Unions. Warm Springs 
Foundation. Washington Action For Youth 

Broader term Relations 

Related terms Communi'y Relations. Government. Member- 
ship. Social Welfare Services 

ORGANIZE 

Use STRUCTURE 

ORGANIZED COMMUNITY 

Use COMMUNITY ORGANIZATION 

ORGANIZED LABOR 

Use UNIONS 

ORIENTALS 

Use ETHNIC GROUPS 
ORIENTATION 

Refer from MULTIDISCIPLINE 
Narrower terms Attitudes. Judgment 
Broader term Environment 

Related terms Employment. Instruction. Motivation. Personal 
Adjustment. Space 

ORTHOGRAPHY 

Use WRITING 

ORTHOPEDICALLY HANDICAPPED 

Use DISABLED 

ORTHOPEDICS 

Broader term Medicine 

Related terms Bones. Neuromuscular Disorders. Physical 
Therapy. Surgery 

ORTHOSES 

Refer from ORTHOTICS. SUPPORTS 

Narroner terms Braces. Cane. Splints. Wheelchair 

Broader term Equipment 

Related terms Aids. Amhulation. Cane Techniques. Orthosis. 
Physical Therapy. Prosthesis. Prosthetics 
ORTHOSIS 

Refer from BRACING 

Broader term Physical Therapy 

Related terms Orthoses. Talipes 
ORTHOTICS 

Use ORTHOSES 
ORTHOTIST 

Uxe PHYSIATRISTS 
OTITIS 

Use EAR DISORDERS 
OTOLOGY 

t/tr EAR 

OTOSCLEROSIS 

Use EAR DISORDERS 
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OUTCOME 

Use OUTPUT 

OUTLOOK 

Use ATTITUDES 

OUTLYING 
Use RURAL 

OUTPATIENTS 

Broader term Paii rnis 

Related terms Chnic, Expatients, Posthospitalization 

OUTPUT 

Refer from OUTCOME 

Narroner terms Disorders, Dysfunctional Persons, Dysfunc- 
tions, Normal Functions 

Related terms Administration, Effects, Environment, 
Processes, Research, Systems Analysis 

OVERPROTECTION 

Use PROTECTION 

OVERTIME 

Use COMPENSATION 

OWNERS 

Use OWNERSHIP 

OWNERSHIP 

Refer from OWNERS 
3roader term Control 
Related terms Finance, Responsibility 

OXYGEN 

Broader term Substances 

PAIN 

Use PHYSIOLOGY 

PARALEGAL 

Use LAW 

PARALYSIS 

Refer from BELL'S PALSY, PARALYTICS, RIGIDITY 

Broader term Neuromuscular Disorders 

Related terms Convulsions, Hemiplegia, Muscle Disorders, 

Paraplegia, Parkinson's Disease, Poliomyelitis, 

Ouadriplegia, Stroke 

PARALYTICS 

Use PARALYSIS 

PARAMETERS 

Use CONDITIONS 

PARAPLEGIA 

Broader term Neuromuscular Disorders 
Related terms Hemiplegia, Paralysis, Ouadriplegia, Spina) 
Cord Injury 

PARAPLEGICS 

Broader term Disabled 

PAkAPROFESSIONS 

Refer from NONPROFESSIONAL, SEMI PROFES- 
SIONALS. SUBPROFESSIONAL, SUPPORT PERSON- 
NEL 

Narrower terms Aides, Technicians 
Broader term Occupations 

Related terms Education, Professions, Training, Volunteers, 
Workers 

PARENT COUNSELING 

Use FAMILY COUNSELING 



PARENTAL ATTITUDES 

Broader term Attitudes 

PARENTHOOD 

Use PARENTS 

PARENTS 

Refer from FATHER, FATHERLESS, MATERNAL. 

MOTHER, PARENTHOOD, UNWED MOTHERS 
Broader term Families 

Related terms Adoption, Adults, Child Care, Child Welfare. 
Children, Clients, Foster Care. Houseparerts. Illegitimacy 

PARISHES 

Broader term Geographic Areas 
Related terms City, Community 

PARKING 

Use OPERATION 

PARKINSON PATIENTS 

Use PARKINSON'S DISEASE 

PARKINSON'S DISEASE 

Refer from PARKINSON P/< "lENTS 

Broader term Disorders 

Related terms Chemosu.'gery. Paralysis 

PAROLE 

Refer from PAROLEE 
Broader term Control 

Related terms Correction, Discharge, Fxconvicts, Probation 

PAROLEE 

Use TAROLE 

PART TIME 

Use COMPENSATION 

PARTIALLY SZGHTED 

Use VISUAL DISORDERS 

PARTICIPANTS 

Use PARTICIPATION 

PARTICIPATION 

Referfrom PARTICIPANTS 
Broader term Involvement 

Related terms Interpersonal Relations, Membership 

PASSIVITY 

Broader term Behavior 

Related terms Acceptance. Confrontat'on. Independence. 
Mobility 

PATELLAR 

Use LEG 

PATHOGNOMIC 

Use DIAGNOSIS 

PATHOLOGY 

Refer from' IMMUNE RESPONSE, IMMUNOLOGY. 

PATHOPHYSIOLOGY, PHYSIOPATHOLOGY 
Broader term Medicine 

PATHOPHYSIOLOGY 

Use PATHOLOGY 

PATIENT CARE 

Use HEALTH CARE 

PATIENT CHARACTERISTICS 

Use CLIENT CHARACTERISTICS 
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PATIENTS 

Refer from INPATIENT 

Surrovifr lerms Mental Patients, Outpdlients 

Broader wrm Dysfunctional Persons 

Related terms Centers. Clients, Convalescence, Expatients, 
Hospitals, Rehdbilitants 

PATTERNED THERAPEUTIC EXERCISES 

lae EXERCISE 

PATTERNS 

Refer from RHYTHM 

Broader term Clavvification 

Re ated terms Identification 
PAYMENT 

Vse FINANCE 

PEACE 

Broader term Normal Functions 
Related term^ Relations 

PEERS 

Broader term Roles 

Related terms Group. Professions 

PELVIS 

L'se BONES 

PENAL 

U^e CRIMINOLOGY 

PENITENTIARY 
U^e PRISONS 

PENNSYLVANIA 

Uw FIELD 

PENOLOGY 

Vie CRIMINOLOGY 

PENSIONS 

Broader term Financial Administration 
Related terms Accounting. Aged. Beneficiaries, Budgeting, 
Retirement 

PEOPLE 

the CLIENTS 

PEORIA 

Uh' field 
perceived 

Use COGNITION 
PERCEPT 

Use COMPREHENSION 

PERCEPTION 

Use COGNITION 

PERFECT 

Use IMPROVEMENT 

PERFORMANCE 

Karro\%er terms Practice. Work Performance 
Broader term Behavior 

Related terms Acceptance, Achievement, Personal Adjust- 
ment, Productivity. Work Evaluation 

PERFORMANCE TESTS 

Broader term Tests 

PERIODICALS 

Use DOCUMENTS 

PERIPATOLOGIST 
Use PHYSIATRISTS 



PERIPHERAL NERVE 

Use NERVES 

PERSONAL 

Use PERSONALITY 

PERSONAL ADJUSTMENT 

Broader term Adjustment 

Related terms Behavior, Orientation, Performance. Social 
Adjustment, Work Adjustment 

PERSONALITY 

Refer from CONFIDENCE, IDENTITY IMAGE PER- 
SONAL, SELF, TRAITS 
Narrower terms Ego, Emotions 
Broader term Human Resources 

Related terms Ability, Behavior, Emotional Disorders, 
Identification, Intelligence, Maturity, Mental Disorders, 
Potential. Psychotherapy, Sensitivity, Skill, Stability 

PERSONALITY DISORDERS 

Use MENTAL DISORDERS 

PERSONALITY TEST 

Use PSYCHOMETRICS 
PERVERSION 

Use SEXUAL OFFEND£RS 
PHANTOM 

Use AMPUTEES 

PHARMACOLOGY 

Refer from POISONED, POISONING. TOXICITY TOX- 
ICOLOGY 
Broader term Medicine 
Related terms Lead 

PHILADELPHIA 

Use FIELD 

PHONATION 

Use VOICE 

PHONEME 

Use LINGUISTICS 
PHONETICS 
Use LINGUISTICS 

PHONOGRAPH 

Use AUDIOVISUAL AIDS 

PHOTOCELL 

Use COMPONENTS 

PHOTOCOPYING 

Refer from PHOTODUPLICATION 

Broader term Recording 

Related terms Documents, Printing 

PHOTODUPLICATION 

Use PHOTOCOPYING 

PHYSIATRISTS 

Refer from ORTHOTIST, PERIPATOLOGIST 
Broader term Professions 
Related terms Physicians 

PHYSIATRY 

Use PHYSICAL THERAPY 

PHYSICAL CONDITION 

Use BODY 

PHYSICAL MEDICINE 
Use PHYSICAL THERAPY 
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POSITIONS 



PHYSICAL RESTORATION 

Use RESTORATION 

PHYSICAL SCIENCES 

Refer from GRAVITY. MASS MOMENT. POWERED 
Narrower terms Acoustics, Elecincily. Electronics. Energy. 

Pneumatics. Sound. Space 
Broader term Knowledge Areas 
Related terms Engineenng 

PHYSICAL THERAPY 

Refer from APPLIANCES. MASSAGE. PHYSIATRY. 
PHYSICAL MEDICINE. PHYSIOTHERAPY, RECON- 
STRUCTION. TREAD MILL 

Narrower terms Cane Techniques. Heat Treatment. 
Hydrotherapy. Irradiation. Orthosis. Prosthesis, Restoration 

Broader term Therapy 

Related terms Ambulation. Bioengineering. Cosmetic Reha- 
bilitation. Exercise. Mobilization. Movement. Orthopedics. 
Orthoses. Physiology. Surgery 

PHYSICALLY HANDICAPPED 
Use DISABLED 

PHYSICIANS 

Refer from DOCTOR 
Broader term Professions 

Related terms Institutionalization. Medical Education. 
Ophthalmologists. Physiatrists. Psychiatrists 

PHYSIOLOGY 

Refer from DEGLUTITION. PAIN. PSYCHOSOMATIC. 
SWALLOWING 

Narrower terms Aging. Audiology, Birth. Blood Flow. Car- 
diac Function. Electrophysiology, Exercise. Kidney Func- 
tion. Life. Memory. Metabolism. Neurophysiology. Neu- 
ropsychology. Nutrition, Pulmonary Physiology. Sex 

Broader term Knowledge Areas 

Related terms Biochemistry, Body. Eneigy. Medicine, Physi- 
cal Therapy 

PHYSIOPATHOLOGY 
Use PATHOLOGY 

PHYSIOTHERAPY 

Use PHYSICAL THERAPY 

PIANO rtNER 

Use OCCUPATIONS 

PICNIC 

Use RECREATION 

PICTORIAL INTEREST INVENTORY 

Use TESTS 

PILOT STUDY 

Refer from PROTOTYPE 
Broader term Demonstration 
Related terms Feasibility 

PITCH 

Use- SOUND 

PITTSBURGH 
Use FIELD 

PLACEMENT 

Refer from RESETTING 
Narrower terms Job Placement 
Broader term Social Welfare Services 

Related terms Casework. Employers. Employment, Family 
Services, Foster Care. Industries. Recruitment 



PLANNING 

Refer from PRFPARA HON. PROGRAMMING. 
PROPOSALS 

Narrower terms Community Planning. Design. Family 

Planning. Modeling. Scheduling 
Broader term Administration 

Related terms Administrators. Architecture, Consultation. 
Goals. Systems Analysis 

PLASTER 

Vse SUBSTANCES 

PLASTIC 

Use SUBSTANCES 

PLASTIC SURGERY 
Use SURGERY 

PLASTISOL 

Use SUBSTANCES 

PLAYING 

Refer from TOYS 
Broader term Behavior 
Related terms Recreation 

PLETHYSMOGRAPHY 
Use BLOOD FLOW 

PNEUMATICS 

Broader term Physical Sciences 

Related terms Equipment. Pulmonary Physiology 

POISONED 

Use PHARMACOLOGY 

POISONING 

Use PHARMACOLOGY 

POLAND 

Use COUNTRIES 

POLICE 

Broader term Roles 

Related terms Correction, Correctional Personnel 

POLICIES 

Broader term Rules 

Related terms Administration. Courts. Goals. Justice. Law. 
Rights 

POLIOMYELITIS 

Broader term Neuromuscular Disorders 
Related terms Paralysis 

POLITICS 

Broader term Government 

POLYMERS 

Use SUBSTANCES 

POOR 

Refer from INDIGENT. NEEDY 
Broader term Roles 

Related terms Low Income. Needs. Poverty 
POPULATION 

Narrower terms Adults. Animals, Children. Citizens. Classes. 

Culture. Men. Women 
Broader term Resources 

Related terms Census, Demography, Research, Risk, Roles. 
Statistics 

POSITIONS 

Use JOB 
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POSTHOSPITALIZATION 

Broader term Conditions 

Related terms Convalescence. Discharge. Expai.enls. Half- 
way House. Mental Patients. Nursing Homes. Outpatients 
POSTOPERATIVE 
Use SURGERY 

POSTRELEASE 

Vse DISCHARGE 

POSTSURGICAL 
Vse SURGERY 

POSTURE 

Refer from MALPOSTURE. SITTING. STANCE. SUPINE 
Broaaer term Relations 
Related terms Body. Spine 

POTENTIAL 

Narrower terms Aptitude. Creativity. Educab.l.ty. Employa- 

bihty. Rehabilitation Potential. Vocational Potential 
Broader term Human Resources 

Related terms Ability. Behavior. Emotions. Employment In- 
telligence. Personality 

POTENTIAL DELINQUENTS 

Vse DELINQUENCY 
POVERTY 
Referfrom IMPOVERISHED 
Broader term Socioeconomics 

Related terms Culturally Disadvantaged. Depressed Areas 
Income, Low Income. Poor. Poverty 
POWERED 

Vse PHYSICAL SCIENCES 
PRACTICE 

Broader term Performance 

PRACTITIONERS 

Vse SOCIAL WORKERS 

PRE RETIREMENT 

Vse RETIREMENT 

PREDICTION 

Refer from PI QN 
Broider t^rm Statistics 

Related terms Causes. Correlation. Effects. Prognosis 
S;atistics ' 

PREEMPLOYMENT EVALUATION 

Vse VOCATIONAL EVALUATION 
PREJUDICE 
Vse BIAS 

PREPARATION 

Vse PLANNING 

PRERETIREMENT 

Vse RETIRBMENT 

PRESCRIPTION 

Vse DRUG.-^ 

PRESSURE 

Vse MLCHA^ , 

PRETEST 

Vse TESTS 

PRETRAINi 

Vse TRAINING 

PREVALENCE 

Vse INCIDENCE 
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PREVENTION 

Referfrom HINDER. IMPEDED 
Broader term Therapy 

Related terms Accidents. Confrontation. Inhibition. 
Medicine. Rehabilitation 

PREVOCATIONAL 

Vse PREVOCATIONAL SERVICES 
PREVOCATIONAL SERVICES 

Refer from PREVOCATIONAL. PREVOCATIONAL 

TRAINING 
Broader term Rehabilitation 

Related terms. Centers. Vocational Rehabilitation. Vocational 
Training 

PREVOCATIONAL TRAINING 

Vse PREVOCATIONAL SERVICES 
PRICE 

Vse COSTS 

PRINTING 

Brooder term Recording 

Related terms Documents. Photocopying. Production Writ- 
ing 

PRIORITIES 

Broader term Values 

Related terms Humanitarianism 
PRISONER 

Vse INMATES 
PRISONS 

Refer from JAIL. PENITENTIARY. REFORM SCHOOL 

REFORMATORY 
Broader term Institutions 

Related terms Correction. Criminals. Criminology. Inmates 
PRIVATE 

Broader term Structure 
Related terms- Public 

PROBATION 

trial'" TRYOUT. TRIAL PERIODS. WORK 

Broader term Control 

Related terms Correction. Delinquency. Discharge, Excon- 
victs. Inmates. Job. Offenders. Parole. Work 
PROCEDURES 
Vse PROCESSES 

PROCEEDINGS 

Vse DOCUMENTS 

PROCESSES 

Refer from ACTIVITIES. APPROACH. DELACATO 
METHOD. MEANS. METHOD. PROCEDURES 
TECHNIQUE rnuv^tuuKtb 

Narrovier terms Application. Automation; Behavior. Classifi 
cation. Communication. Conditioning. Construction. Con 
valesccnce. Data Processing. Decision. Diagnosis. Distribu 
tion. Education. Employment. Industries. Institutionaliza 
tion. Language. Leadership. Learning; Marketing; Move 
ment. Operation. Production. Recording. Recreation 
Recruitment. Rehabilitation Process; Stimulation. Surgery 
Iherapy; Training. Transportation. Work 

Related terms Administration. Culture; Environment. Output 
Research 

PRODUCTION 

Referfrom MANUFACTURE. REPRODUCTION 
Broader term. Processes 
Related terms Allocation. Printing 
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PRODUCTIVITY 

Broader term Bchjivior 

Related terms Achievement, Performance, Work 

PRODUCTS 

Broader term Normal Functions 

PROFESSIONAL TRAINING 

Use GRADUATE EDUCATION 

PROFESSIONS 

Refer from EXPERTS. SPECIALIST 

Narroner tetms Consultants, Correctional Peisonnel, Coun- 
selors, Dieticians, Educators, Investigators, Lawyers, Nur- 
ses, Occupational Therapists, Ophthalmologists, Op- 
tometrists, Physiatrists, Physicians, Programmers, 
Psychiatrists, Social Workers 

Broader term Occupations 

Related terms Adults, Continuing Education, Employment Of 
Consultants, Employment Of Faculty, Institutes, 
Paraprofessions, Peers, Workers 

PROFESSOR 

Vse EDUCATORS 

PROFICIENCY 

Vse CAPACITY 

PROGNOSIS 

Refer from PROGNOSTICATION 
Broader term Statistics 

Related terms Diagnosis, Disorders. Prediction 

PROGNOSTICATION 

Use PROGNOSIS 

PROGRAM STUDIES 

Refer from PROGRAMMATIC RESEARCH 

Broader term Evaluation 

Related terms Analysis, Measures, Programs 

PROGRAMMATIC RESEARCH 

Vse PROGRAM STUDIES 

PROGRAMMED INSTRUCTION 

Refer from PROGRAMMED LEARNING 
Broader term Instruction 

PROGRAMMED LEARNING 

Vse PROGRAMMED INSTRUCTION 

PROGRAMMERS 

Broader term Professions 

PROGRAMMING 

Vse PLANNi 'G 

PROGRAMS 

Narrower terms Rehabilitation Program, Summer Program, 

Work Study Program, Youth Opportunity Program 
Broader term Social Welfare Services 

Related terms Casework, Design, Eligibility, Program Stu- 
dies, Rehabilitation, Scheduling 

PROGRESS 

Broader term Normal Functions 
Related terms Time 

PROJECTION 

Use PREDICTION 

PROPOSALS 

Vse PLANNING 

PROPRIOCEPTION 

Broader term Senses 

Related terms Nerves, Relations 



PROSTHESES 

Vse PROSTHETICS 

PROSTHESIS 

Refer frorfi AUTOPROSTHESIS 
Broader ttrm Physical Therapy 

Related terms Amputation, Orthoses, Prosthetics, Restora- 
tion 

PROSTHETICS 

Refer from BELGRADE PROSTHESIS, PROSTHESES. 
SACH FOOT 

Narrower terms Artificial Limbs, Hearing Aids. Optical Aids. 

Sensory Aids 
Broader terrji Equipment 

Related terms Aids, Ambulation. Orthoses. Prosthesis 

PROSTITUTION 

Broader term Behavior 

PROTECTION 

Refer from OVERPROTECTION 

Broader term Behavior 

Related terms Protective Services 

PROTECTIVE SERVICES 

Broader term Social Welfare Services 

Related terms Casework, Child Care, Child Welfare, Chil- 
dren, Protection 

PROTOTYPE 

Vse PILOT STUDY 

PSYCHIATRIC DISORDERS 

Vse MENTAL DISORDERS 

PSYCHIATRIC EVALUATION 

Broader term Evaluation 

Related terms Analysis, Psychiatrists, Psychoanalysis. 
Psychometrics 

PSYCHIATRIC HOSPITAL 

Vse MENTAL HOSPITALS 

PSYCHIATRIC PATIENTS 

Vse MENTAL PATIENTS 

PSYCHIATHCALLY DISABLED 

Vse MENTAL PATIENTS 

PSYCHIATRISTS 

Broader term Professions 

Related terms Mental Disorders, Mental Health, Physicians. 
Psychiatric Evaluation, Psychiatry. Psychoanalysis. 
Psychotherapy 

PSYCHIATRY 

Broader term Medicine 

Related terms Neuropsychiatry, Psychiatrists 

PSYCHOANALYSIS 

Broader term Analysis 

Related terms Psychiatric Evaluation. Psychiatrists. 
Psychotherapy 

PSYCHODYNAMICS 

Use PSYCHOLOGY 

PSYCHOLINGUISTIC 

Vse LINGUISTICS 

PSYCHOLOGICAL EVALUATION 

Vse PSYCHOMETRICS 

PSYCHOLOGICAL TESTING 

Vse PSYCHOMETRICS 
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PSYCHOLOGY 
Refer from PSYCHODYNAMIC S. PSYCHO TROPIC 

Hrauder lenv Behavioral Sciences 

Relaied terms Anthropology. Neuropsychology. Operant 
Conditioning, Psvchotherapy 

PSYCHOMETRICS 

Refer from PFRSONALITY TEST, PSYCHOLOGICAI 

FA ALU A DON. PSYCHOLOGICAL TESTING 
Hroader term Evaluation 

Related terms Behavioral Sciences. Psychiatric Evaluation, 
Tests 

PSYCHOMOTOR 

Lse NERVOUS SYSTEM 

PSYCHOPATHOLOGY 

l%e MENTAL DISORDERS 

PSYCHOSIS 

Broader term Menial Disorders 

PSYCHOSOCIAL 
Use BEHAVIOR 

PSYCHOSOMATIC 
Use PHYSIOLOGY 

PSYCHOTHERAPY 

Refer from MILIEU THERAPY 
Broader term Therapy 

Related terms Adjustment. Interpersonal Relations. Per- 
sonality, Psychiatrists. Psychoanalysis. Psychology. Social 
Adjustment, Socialization 

PSYCHOTROPIC 
V\e PSYCHOLOGY 

PUBLIC 

Broader term Structure 
Related terms Isolation. Private 

PUBLIC ASSISTANCE 
Use FINANCIAL AID 

PUBLIC EDUCATION 

Refer from SECONDARY EDUCATION 
Broader term Education 

Related terms Aduh Education. Schools. Special Education. 
Students 

PUBLIC HEALTH 

Broader term Health 

Related terms Health Care. Medicine 

PUBLIC HEALTH NURSES 

Use NURSES 

PUBLIC HOUSING 

Refer from LOW INCOME HOUSINC 
Broader term Living Facilities 
Related terms Houses 

PUBLIC OFFENDERS 

fader term Offenders 

Related terms Criminals. Federal Offenders. Sexual Offen- 
ders 

PUBLIC RKHABILITATION AGENCIES 

Pse RLHABILITATION AGENCIES 
PUBLIC RELATIONS 

Refer from PUBLICITY 

Broader term Interpersonal Relations 

Related terms Community Relations. Dependency; Human 
Relations, International Relations 
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PUBLIC SCHOOLS 

Broader term Schools 

Related terms Cooperative Schools. Highschools 
PUBLIC TRANSPORTATION 

Use TRANSPORTATION 
PUBLIC WELFARE 

Use FINANCIAL AID 

PUBLIC WELFARE AGENCIES 
Use WELFARE AGENCIES 

PUBLIC WELFARE PROGRAM 

Use FINANCIAL AID 

PUBLIC WELFARE RESEARCH 

Use RESEARCH 

PUBLICATIONS 

Use DOCUMENTS 

PUBLICITY 

Use PUBLIC RELATIONS 
PUBLISH 

Use RFCORDING 

PULMONARY DISORDERS 

Refer from BRONCHITIS. LUNG DISEASE 
Narrofier terms Asthma. Emphysema. Tuberculosis 
Broader term Disorders 
Related terms Cystic Fibrosis 

PULMONARY PHYSIOLOGY 

Refer from INHALATION. PULMONARY VENTILATION 

RESPIRATION 
Broader term Physiology 
Related terms Emphysema. Pneumatics 

PULMONARY VENTILATION 

Use PULMONARY PHYSIOLOGY 
PUPILS 

Use STUDENTS 

QUADRIPLEGIA 

Broader term Neuromuscular Disorders 
Reiared terms Disability. Paralysis. Paraplegia. Spinal Cord 
Injury 

QUADRIPLEGICS 

Broader term Disabled 
Related terms Multiple Disabilities 
QUALITY 

Broader term Measures 
Reiated terms Effectiveness 

QUESTIONNAIRES 

Broader term Instruments 

Reiated terms Data. Documents. Evaluation. Interviewing 
RACE 

Use ETHNIC GROUPS 

RADIOLOGY 

Use DIAGNOSIS 

RADIOMYOGRAPHIC 

Use DIAGNOSIS 

RATE 

Use INCIDENCE 
RATING 
Broader term Measures 

REACTION 

Use RESPONSES 
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REACTION TIME 

Use TIME 

READ 

Use RfcADING 

READERS 

Broader term Aids 

Related terms Audiovisual Aids. Reading 

READINESS 

Broader term Conditions 

Related terms Availability. Work Adjustment 

READING 

Refer from ILLITERACY. READ. SCANNING 
Narrower terms Lip Reading 
Broader term Communication 

Related terms Audiovisual Aids. Braille. Communication. 
Documents, Learning. Readers. Recreation 

READING MATERIALS 

Use DOCUMENTS 

REASONING 

Refer from EXPLANATION. THINKING. WORD AS- 
SOCIATION 
Broader term Intelligence 

Related terms Cognition, Comprehension. Discrimination. 
Judgment. Memory. Understanding 

RECALL 

Use MEMORY 

RECEPTORS 
Use NERVES 

RECIDIVISM 

Use CRIMINALS 

RECIPIENTS 

Broader term Clients 

Related terms Beneficiaries. Client Characteristics. Eligibili- 
ty. Evaluation. Rehabilitants. Screening 

RECIPROCAL 

Use RELATIONS 

RECOGNITION 
Use COGNITION 

RECOMMENDATIONS 

U\e COUNSELING 

RECONSTRUCTION 

Use PHYSICAL THERAPY 

RECORDED 

Use RECORDING 

RECORDED BOOKS 
Use AUDIOVISUAL AIDS 

RECORDING 

Refer from PUBLISH. RECORDED. TRANSCRIBERS. 

TRANSCRIBING 
Narrower terms Photocopying. Printing. Tape Recording. 

Writing 
Broader term Processes 

RECORDINGS 

Use DOCUMENTS 

RECORDS 

Refer from TRANSCRIPTS 
Broader term Data 

Related terms Biographical Data, Case History 

RECOVERY 

Use CONVALESCENCE 



RECREATION 

Refer from PICNIC. SPOR fS 
Narrower terms Camps 
Broader term Processes 

Related terms Family Services, Lihr.iries, Pla>ing. Reading 

RECRUITMENT 

Broader term Processes 

Related terms Employment. Placement 

REEDUCATION 

Use EDUCATION 

REENGINEERING 

Use ENGINEERING 

REEXAMINE 

Use EVALUATE 

REFERENCES 

U\e BIOGRAPHICAL DATA 

REFERRAL 

Broader term Social Welfare Services 

Related terms Admission, Casework, Clients, Cooperation, 
Family Services, Information, Rehabilitation Agencies 

REFLEX 

Use NERVOUS SYSTEM 

REFORM 

Use CHANGE 

REFORM SCHOOL 
Use PRISONS 

REFORMATORY 
Use PRISONS 

REGIONS 

Broader term Geographic Areas 

Related terms City, Community, Counties, Depressed Areas, 
National, United States 

REGISTRY 

Use DOCUMENTS 

REHABILITANTS 

Refer from REHABILITATED 
Broader term Clients 

Related terms Beneficiaries, Disabled, Employment, Expa- 
tients. Patients, Recipients, Socialization 

REHABILITATED 

Use REHABILITANTS 

REHABILITATION 

Refer from COMPREHENSIVE REHABILITATION SER 
VICES, HABILITATION 

Narrower terms Cosmetic Rehabilitation, Prcvoctitional Ser- 
vices, Vocational Rehabilitation 

Broader term Social Welfare Services 

Related terms Agencies, Aids, Casework, Centt.«'s, Counsel- 
ing, Engineering, Family Services, Prevej tion. Programs, 
Therapy 

REHABILITATION AGENCIES 

Refer from PUBLIC REHABILITATION AGENCIES 
Broader term Agencies 

Related terms Centers, Comprehensive Center,, Interagency 
Relations. Referral. Residential Centers 

REHABILITATION CENTERS 

Refer from REHABILITATION FACILITIES 

Broader term Centers 

Related terms Comprehensive Centers 
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REHABILITATION COUNSELING 
Broader term Counseling 

REHABILITATION COUNSELORS 
Use COUNSELORS 

REHABH ITATION ENGINEERING 

Broader term Engineering 

Related terms Bioengineenng. Electricity, Electronics, 
Mechanics 

REHABILITATION FACILITIES 

Vse REHABILITATION CENTERS 

REHABILITATION POTENTIAL 

Broader term Potential 

Related terms Aptitude, Creativity, Educability, Employabili- 
ty. Vocational Potential 

REHABILITATION PROCESS 
Broader term Processes 

REHABILITATION PROGRAM 

Refer from REHASH ITATION PROJECT 
Broader term Programs 

REHABILITATION PROJECT 

Use REHABILITATION PROGRAM 

REINFORCEMENT 

Broader term Operant Conditioning 
Related terms Stimulation 

REINVOLVEMENT 

Vse INVOLVEMENT 

REJECTEE 

Vse REJECTION 

REJECTION 

Refer from REJECTEE 
Broader term Dysfunctions 
Related terms Behavior, Eligibility 

RELATIONS 

Refer from ASSOCIATION, CONGRUENCE, CONTIGUI- 
TY, CONTINUITY. CONTRIBUTED. INFERENCE IN- 
TERRELATIONS. MILIEU. RECIPROCAL 

Narrower terms Community Relations. Correlation, Dynam- 
ics, Independence, Interactions, International Relations, In- 
terpersonal Relations, Involvement, Organizations, Posture, 
Structure 

Broader term Environment 

Related terms Behavior, Conditions, Families, Motivation, 
Peace, Proprioception, Space, Time 

RELATIVES 

Vse FAMILIES 

RELEASE 

Vse DISCHARGE 

RELIABILITY 

Broader term Normal Functions 
Related terms Behavior 

RELIGION 

Broader term Values 
Related terms Humanitunanism. Morals 
REMEDIAL 

Vse IMPROVEMENT 

REMEDIAL EDUCATION 
Vse SPECIAL EDUCATION 

REMODELING 

Vse CONSTRUCTION 



REMOTIVATION 

Vse MOTIVATION 

REMUNERATIVE 

Vse COMPENSATION 

RENAL FUNCTION 

Vse KIDNEY FUNCTION 

RENOVATING 

Vse CONSTRUCTION 

REORGANIZATION 

Vse STRUCTURE 

REPORT 

Vse DOCUMENTS 

REPRESENTATIVES 

Broader term Roles 

REPRODUCTION 

Vse PRODUCTION 

REQUIREMENTS 

Broader term Control 

Related terms Accreditation, Admission, Applicants, Specifi- 
cations 

RESEARCH 

Refer from EXPLORATORY STUDY, EXPLORE, PUBLIC 
WELFARE RESEARCH, RESEARCH INSTITUTE, 
RESEARCHABLE 

Narrower terms Demonstration. Evaluation. Experiments. 
Surveys, Tests. Theory 

Related terms Administration. Bias. Community Organiza- 
tion. Design. Operations Research. Output. Population. 
Processes. Standardization. Statistics. Utilization 

RESEARCH INSTITUTE 

Vse RESEARCH 

RESEARCH NEEDS 

Vse NEEDS 

RESEARCH UTILIZATION 

Broader term Utilization 
Related terms Change Agents 

RESEARCHABLF 

Vse RESEARCH 

RESEARCHERS 

Vse INVESTIGATORS 

RESETTING 

Vse PLACEMENT 

RESIDENCE 

Vse LIVING FACILITIES 

RESIDENTIAL 

Vse LIVING FACILITIES 

RESIDENTIAL CENTERS 
Broader term Centers 

Related terms Comprehensive Centers. Houseparents. Living 
Conditions. Living Facilities. Rehabilitation Agencies. Re- 
sidents 

RESIDENTIAL FACILITY 

Vse LIVING FACILITIES 

RESIDENTS 

Refer from NATIVE. TENANTS 
Broader term Roles 

Related terms Families, Halfway House. Inmates. Restdential 
Centers 
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SAMPLING 



RESISTANCE 

Broader term Behavior 

Related terms Acceptance. Confrontation 

RESOCIALIZATION 

Use SOCIALIZATION 

RESOURCES 

Refer from SOURCE 

Narrower terms Body, Community Resources, Equipment, 
Facilities, Human Resources, Information, Occupations, 
Population, Roies, Rules 

Related terms Administration, Allocation, Availability, Con- 
ditions, Finance, Needs, Social Welfare 

RESPIRATION 

Use PULMONARY PHYSIOLOGY 

RESPIROMETER 

Use EQUIPMENT 

RESPONSES 
Refer from DEFENSE REACTION, REACTION 
Broader term Behavior 

Related terms Acceptance, Achievement, Confrontation 

RESPONSIBILITY 

Refer from LIABILITY 
Broader term Tontrol 
Related terms Law, Ownership 

RESTORATION 

Refer from PHYSICAL RESTORATION 

Broader term Physical Therapy 

Related terms Cosmetic Rehabilitation, Prosthesis 

RESULTS 

Refer from FINDINGS 

Broader term Normal Functions 

Related terms Effects 

RETARDATES 

Use MENTALLY RETARDED 

RETARDATION 

t/ff MENTAL RETARDATION 

RETIREE 

Use RETIREMENT 

RETIREMENT 

Refer from EARLY RETIREMENT, PRE RETIREMENT, 

PRERETIREMENT, RETIREE 
Broader term. Employment 
Related terms Aged, Job, Pensions 

RETRIEVAL 

Use INFORMATION 

REVIEWS 

Use DOCUMENTS 

RHEUMATIC DISORDERS 

Refer from RHEUMATICS 

Broader term Neuromuscular Disorders 

Related terms Arthritis 

RHEUMATIC VALVE 

Use HEART DISORDERS 

RHEUMATICS 

Use RHEUMATIC DISORDERS 

RHEUMATOID ARTHRITIS 

Use ARTHRITIS 

RHYTHM 

Use PATTERNS 



RIDERSHIP 

Use TRANSPORTATION 

RIGHTS 

Refer from WAIVER 
Narrovier terms Civil Liberty 
BrooL er term Rules 

Related terms Courts, Justice, Law, Policies 

RIGIDITY 

Use PARALYSIS 

RIOTS 

Broader term Dysfunctions 
Related terms Crisis, Disaster 

RISK 

Broader term Conditions 
Related terms Hazards, Population 

ROLE 

Related terms Classification 
ROLES 

Narrofter terms Consumer, Employers, Exconvicts, Expa- 
tients. Families, Inmates, Migrants; Minority Groups, Peers. 
Police, Poor, Representatives, Residents, Staff, Stereotypes. 
Trainees, Unemployed, Veterans, Volunteers, Workers 

Broader term Resources 

Related terms Leadership, Motivation. Occupations, Popula- 
tion, Social Welfare 

RORSCHACH 

Broader term Tests 

RULES 

Narrower terms Justice. Law. Policies. Rights 
Broader term Resources 

Related terms Accreditation. Civil Liberty. Eligibility 

RURAL 

Refer from OUTLYING 
Broader term Geographic Areas 
Related terms Counties. Suburban 

RUSSIAN 

Use ETHNIC GROUPS 

SACH FOOT 

Use PROSTHETICS 

SACRAMENTO 

Use FIELD 

SACROILIAC 
Use SPINE 

SAFETY 

Broader term Normal Functions 
Related terms Accidents. Crisis. Hazards 

SALARIES 

Use COMPENSATION 

SALES 

Use MARKETING 

SALT LAKE 

Use FIELD 

SALVATION ARMY 

Broader term Organizations 

SAMPLES 

Broader term Statistics 

SAMPLING 

Use STATISTICS 
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SAN ANTONIO 

i'se riLLD 

SATISFACTION 

Broader term Normal Functions 

SATISFACTORINFSS 

i se hVALUATION 

SATISFACTORY 
ise FAALUATION 

SAVINGS 

Broader term Financial Administration 
Related terms Accounting, Budgeting 

SCALING 

ise MEASURR 

SCANNING 

Use READING 

SCAR 

i'^e INJURIES 

SCHEDLLING 

Broader term Planning 
Related terms Programs, Time 

SCHIZOPHRENIA 

Broader term Mental Disorders 

SCHIZOPHRENIC PATIENTS 
Vse MENTAL PATIENTS 

SCHOLARSHIPS 

Vse FINANCIAL AID 

SCHOOL AGE 
Vse CHILDREN 

SCHOOL AGE YOUTHS 
Use YOUNG ADULTS 

SCHOOLS 

Refer from EDUCAFIONAL INSTITUTIONS, GRADUATE 

SCHOOLS. MEDICAL SCHOOLS 
N<^rro^^er terms College. Cooperative Schools. Highschool, 

Public Schools. Schools Of Social Work. Universities 
Broader term Facilities 

Related term\ Centers. Dropout, Education. Living Facilities, 
Public Education 

SCHOOLS OF SOCIAL WORK 

BnfaJcr term Schools 

Related terms College. Social Work Education. Social Wor- 
kers, Universities 

SCOLIOSIS 
Use SPINE 

SCORF.S 
Use TESTS 

SCREENING 

Refer from SELECTING 
Broader term Evaluation 

Related terms Clients. Eligibility. Evaluate, Health, 
Recipients 

SCtLPTURC 
Use ARTS 

SEATTLE 
Use FIELD 

SEBORRHEA 

Use SKIN DISORDERS 



SECONDARY EDUCATION 
Use PUBLIC EDUCATION 

SEGREGATION 

Broader term Structure 

Related terms Bias, Discrimination, Integration, Isolation. 
Minority Groups 

SEIZURES 

Use CONVULSIONS 

SELECTING 

Use SCREENING 

SELECTIVE SERVICE 

Related terms Legislation 

SELF 

Use PERSONALITY 

SEMANTICS 

Use LINGUISTICS 

SEMI PROFESSIONALS 
Use PARAPROFESSIONS 

SEMINARS 

Use CONFERENCES 

SEMISKILLED 

Use SKILL 

SENESCENT 
Use AGED 

SENIOR CITIZENS 

Use OLDER ADULTS 

SENIORS 

Use STUDENTS 

SENSATION 

Use SENSES 

SENSES 

Refer from SENSATION 

Narro\\er terms Hearing, Proprioception, Touch, Vision 
Broader term Human Resources 

Related terms Ability, Cognition, Communication, Ear, 
Movement, Sensory Aids 

SENSITIVITY 

Refer from DESENSITIZATION, INSENSITIVE 

Broader term Human Resources 

Related terms Creativity, Personality, Sensory System 

SENSORIMOTOR 
Use NERVES 

SENSORINEURAL 

Use NERVES 

SENSORS 

Use NERVES 

SENSORY AIDS 

Broader term Prosthetics 

Related terms Blindness, Communication Disorders, Ear, 
Eye, Hearing Aids, Optical Aids, Senses, Sensory System 
SENSORY SYSTEM 
Narrower terms Ear, Eye, Nose, Tongue 
Broader term Body 

Related terms Audiology, Brain, Disorders; Dysfunctional 
Persons, Nerves, Sensitivity, Sensory Aids 
SENTENCE 

Use LANGUAGE 
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SEQUENCES 

Broader term Dynamics 

Related terms Duration, Frequency. Structure, Time 

SERVOMECHANISM 

Use EQUIPMENT 

SETTINGS 

Use CNVIRONMENT 

SETTLEMENTS 

Hroader term Community 

Related terms City, Community Organization 

SEVERELY DISABLED 

Broader term Disabled 

Related terms Amputees, Homebound, Multiple Disabilities 
SEX 

Refer from DEVIANCE. HOMOSEXUALITY 

Broader term Physiology 

Related terms Illegitimacy, Sexual Offenders 

SEXUAL OFFENDERS 

Refer from DEVIATE. PERVERSION, SEXUALLY DAN- 
GEROUS 
Broader term Offenders 

Related terms Federal Offenders. Public Offenders, Sex 

SEXUALLY DANGEROUS 

Use SEXUAL OFFENDERS 

SHELTERED EMPLOYMENT 

Broader term Employment 
Related terms Job 

SHELTERED WORKSHOPS 

Broader term Workshops 

Related terms Employment. Facilities. Marketing 

SHOES 
Vse AIDS 

SHOP 

Vse INDUSTRIES 

SHOULDER 

Vse JOINTS 

SIBLINGS 

Vse FAMILIES 

SIGHT 

Vse. VISION 

SIGHTED 

Vse VISION 

SIGNAL 

Broader term Communication 
Related terms Manual Communication 

SILENCE 

Vse SOUND 

SIMULATION 

Vse MODELING 

SIMULATOR 

Vse. EQUIPMENT 

SITTING 

Vse POSTURE 

SITUATION 

Vse CONDITIONS 



SIZE 

Referfrom MICROMINIATURE 
Broader term Measures 

SKILL 

Referfrom NONSKILLED, SEMISKILLED, UNSKILLED 
Narrower terms Work Fxperience 
Broader term Human Resources 

Related terms Ability, Aptitude. Creativity. PcrsonalitN, 
Training, Work Adjustment 

SKIN 

Refer from CUTANEOUS, DERMATOLOGY, 

EPIDERMOID. KERATIN 
Broader term Body 
Related terms Cryotherapy. Tissue 

SKIN DISORDERS 

Referfrom DERMATITIS, SEBORRHEA 
Narrower terms Decubitus Ulcer 
Broader term Disorders 

SMOKING 

Broader term Behavior 
Related terms Emphysema 

SOCIAL ADJUSTMENT 

Referfrom COMMUNITY ADJUSTMENT 
Broader term Adjustment 

Related terms Interpersonal Relations, Personal Adjustment, 
Psychotherapy. Socialization. Work Adjustment 

SOCIAL AGENCIES 

Vse AGENCIES 

SOCIAL CASEWORK 

Vse CASEWORK 

SOCIAL CLASS 
Vse CLASSES 

SOCIAL INDICATORS 
Vse INDICATORS 

SOCIAL INTERACTION 

Vse SOCIALIZATION 

SOCIAL SECURITY 

Broader term Agencies 

Related terms Aged, Beneficiaries, Legislation 

SOCIAL SERVICE 

Vse SOCIAL WELFARE SERVICES 

SOCIAL WELFARE 

Narrower terms Child Welfare 
Broader term Administration 

Related terms Administrators, Dysfunctions. Goals. Human 
Resources. Law. Normal Functions. Resources. Roles, 
Values 

SOCIAL WELFARE SERVICES 
Referfrom SOCIAL SERVICE 

Narrower terms Agencies, Aid, Benefits. Casework. Clients, 
Counseling. Family Services. Group Work. Health Care, 
Interviewing. Placement. Programs, Protective Services. 
Referral, Rehabilitation, Voluntary Services 

Broader term' Administration 

Related terms Administrators. Aged, Allocation. Centers. 
Clients, Delivery, Eligibility, Facilities, Organizations. So- 
cial Work, Welfare Agencies 
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SOCIAL WORK 

Broader term Knowledge Areas 

Related terms Casework. Community Organization. Group 
Work, Social Welfare Services, Teamwork 

SOCIAL WORK EDUCATION 

Broader term Education 

Related terms Adult Education. Educators. Graduate Educa- 
tion, Schools Of Social Work, Staff Training 

SOCIAL WORK FACULTY 

Vse EDUCATORS 

SOCIAL WORK PROFESSOR 

Vse EDUCATORS 

SOCIAL WORKERS 
Refer from FIELD STAFF. FIELD WORKERS, PRACTI- 
TIONERS 
Broader term Professions 

Related terms Caseload. Casework. Counselors, Employment 
Of Faculty. Schools Of Social Work. Teams 

SOCIALIZATION 

Refer from RESOCIALIZATION. SOCIAL INTERACTION 
Broader term Behavior 

Related terms Acceptance. Behavior Modification, Human 
Relations. Psychotherapy. Rehabilitants. Social Adjust- 
ment. Values 

SOCIALLY HANDICAPPED 

Broader term Disadvantaged 

Related term^ Culturally Disadvantaged. Dysfunctional Per- 
sons 

SOCIETY 

Use CULTURE 

SOCIOCULTURALLY DISADVANTAGED 

Use CULTURALLY DISADVANTAGED 

SOCIOECONOMICS 
Narrower terms Income, Low Income, Middle Income. 

Poverty 
Broader term Finance 
Related terms Classes. Culture. Mobility 

SOCIOLOGICAL 

Vse BEHAVIORAL SCIENCES 

SOCIOMETRY 

Broader term Measure 

Related terms Behavioral Sciences. Measures 

SOCIOPSYCHOLOGIC 

Vse BEHAVIORAL SCIENCES 

SOMATIC 
Vse BODY 

SOMATOTYPE 
Vse BODY 

SOUND 

Refer from LOUDNESS. IJOISE. PITCH. SILENCE. 

TONAL, ULTRASONIC 
Broader term Physical Sciences 

Related terms Acoustics. Aud*ology. Communication. Voice 

SOUND ATTITUDES 
Vse ATTITUDES 

SOURCE 

Vse RESOURCES 

SOVIET 

Vse COUNTRIES 



SPACE 

Refer from AEROSPACE 

Broader term Physical Sciences 

Related terms Cognitionn. Orientation, Relations 

SPACE PERCEPTION 
Vse COGNITION 

SPANISH 

Vse ETHNIC GROUPS 

SPASTICITY 

Broader term Neuromuscular Disorders 
Related terms Muscle Disorders 

SPEAKING 
Vse SPEECH 

SPECIAL EDUCATION 

Refer from REMEDIAL EDUCATION 
Broader term Education 

Related terms Adult Education, Public Education 

SPECIALIST 

Vse PROFESSIONS 

SPECIFICATIONS 

Broader term Control 
Related terms Requirements 

SPEECH 

Refer from ARTICULATION. CONSONANTS, INFLEC- 
TION. MISARTICULATION. SPEAKING. VERBALIZA- 
TION. VOCALIZATION 

Narro\Ker terms Voice 

Broader term Communication 

Related terms Conditioning. Discrimination. English, Lan- 
guage. Verbal Conditioning. Voice 

SPEECH DISORDERS 

Refer from DISARTICULATION. DISFLUENCY, DUMB, 
STUTTERING 

Broader term Communication Disorders 

Related terms Aphasia, Hearing Disorders. Language Disor- 
ders, Stutterers 

SPEECH THERAPY 

Broader term Therapy 

Related terms Aphasia, Cleft Palate. Communication Disor- 
ders 

SPHINCTER 

Vse MUSCLES 

SPINA BIFIDA 

Broader term Congenital Defects 
Related terms Nervous System. Spine 

SPINAL CORD 

Broader term Nervous System 
Related terms Brain. Nerves 

SPINAL CORD INJURY 

Broader term Injuries 

Related terms Brain Damage. Hemiplegia, Neuromuscular 
Disorders. Paraplegia. Quadriplegia 

SPINE 

Refer from SACROILIAC. SCOLIOSIS. SPONDYLITIS 
Broader term Musculoskeletal System 

Related terms Bones. Laminectomy. Neck. Posture. Spina 
Bifida 

SPLINTS 

Refer from HAND SPLINTS 
Broader term Orthoses 
Related terms Braces 
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SUBPROFESSIONAL 



SPONDYLITIS 

Use SPINE 

SPORTS 

Lse RECREATION 

STABILITY 

Broader term Dynamics 

Related terms Duration, Emotions. Frequency, Personality 

STAFF 

Broader term Roles 

STAFF TRAINING 

Broader term Training 

Related terms Aides, Counselors, Social Work Education 

STANCE 

Vse POSTURE 

STANDARDIZATION 

Broader term Control 

Related terms Measure, Research, Standards 

STANDARDS 

Broader term Evaluation 

Related terms Certification, Evaluate, Measure, Measures, 
Standardization 

STAPES 
Use EAR 

STATE AGENCIES 

Refer from DVR. STATE DVR 
Broader term Agencies 

STATE DVR 

Use STATE AGENCIES 

STATES 

Refer from STATEWIDE 

Broader term Geographic Areas 

Related terms Counties, Field, United States 

STATEWIDE 

Use STATES 

STATISTICS 

Refer from CRITICAL INCIDENTS, CRITICAL VARIA- 
BLES, MULTIPLE REGRESSION, SAMPLING 

Narrower terms Demography, Prediction, Prognosis, Sam- 
pics. Work Samples 

Broader term Knowledge Areas 

Related terms Analysis. Census, Correlation, Epidemiology, 
Factor Analysts. Harmonic Analysis, Incidence, Measures, 
Morbidity, Mortality, Operations Research, Population, 
Prediction, Research, Surveys, Trends 

STEREOTACTIC 

Use MOVEMENT 

STEREOTROPISM 

Use MOVEMENT 

STEREOTYPES 

Broader term Roles 
Related terms Bias 

STEROIDS 

Use DRUGS 

STIMULATION 

Refer from ELICITATION, EVOKE, STIMULATOR, 

STIMULI 
Narroner terms Enrichment 
Broader term Processes 
Related terms Facilitation. Reinforcement 



STIMULATOR 

Use STIMULATION 

STIMULI 

Use STIMULATION 

STRENGTH 

Broader term Measures 

STRESS 

Broader term Conditions 
Related terms Conflict 

STROKE 

Broader term Cardiovascular Disorders 
Related terms Aphasia, Brain Damage, Cerebrovascular Dis- 
orders, Hemiplegia, Paralysis 

STRUCTURE 

Refer from CENTRALIZATION, COHESION, CONFIGU- 
RATION, DECENTRALIZED, ORGANIZATION, OR- 
GANIZE, REORGANIZATION, STRUCTURED, STRUC- 
TURES, UNSTRUCTURED 

Narrower terms Community Organization, Integration, Isola- 
tion, Private, Public, Segregation 

Broader term Relations 

Related terms Classification, Community Relations, Coopera- 
tion, Coordination, Government, Mobility, Sequences 

STRUCTURED 

Use STRUCTURE 

STRUCTURED COMMUNITY 

Use COMMUNITY ORGANIZATION 

STRUCTURES 

Use STRUCTURE 

STUDENTS 

Refer from COLLEGE STUDENTS, GRADUATE STU- 
DENTS, GRADUATES, GRADUATION, HIGHSCHOOL 
STUDENTS, HIGHSCHOOL YOUTH, MEDICAL STU- 
DENTS; PUPILS, SENIORS. UNDERGRADUATES 

Broader term Occupations 

Related terms College, Curriculum, Dropout, Education. 
Public Education, Trainees 

STUDY 

Use EVALUATE 

STUDY OUTLINE 

Use DOCUMENTS 

STUMP 

Use AMPUTATION 

STUTTERERS 

Broader term Dysfunctional Persons 
Related terms Speech Disorders 

STUTTERING 

Use SPEECH DISORDERS 

SUBCONTRACTING 

Broader term Financial Administration 

SUBCULTURE 

Related terms Ethnic Groups 

SUBCULTURES 

Broader term. Culture 

Related terms Cultural Differences 

SUBLEGAL 
Uie LAW 

SUBPROFLSSIONAL 

Use PARAPROFESSIONS 
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SIBSIDIZATION 

Lse FINANCIAL AID 

SIBSIDY 

lse FINANCIAL AID 

SLBSTANCES 

Refer from ARGININt, ENZYME. FOAM RUBBER. 

FREON. GLYCINI. HYALUROMDASE. METALLIC. 

PLASTER. PLASTIC. PLASTISOL. POLYMERS. 

TRANSAMIDINASE 
\arrower terms Bcr> Ilium, Drugs. Food. Lead. Oxygen 
Broader term Envtronment 
Related term% Equipment 

SLBLRBAN 

Broader term Geographic Areas 
Related term% City. Community. Counties, Rural 
StCCESS 

Refer from NONSUCCtSSFUL. UNSUCCESSFUL 
Broader term Normal Function -> 
Related terms Effectiveness 

SLCTION SOCKET 
Lse COMPONENTS 

StICIDE 

Broader term Bcha\ior 

StMMARIES 

Use DOCUMENTS 

SIMMER EMPLOYMENT 

Broader term Emplo>mcnt 

Related terms Employment Of Faculty. Job. Summer Pro- 
gram 

SIMMER OPPORTUNITY 
Use SUMMER PROGRAM 

SUMMER PROGRAM 

Refer from SUMMER OPPORTUNITY. SUMMER WEL- 
FARE EXPERIENCE 
Broader term Programs 

Related lermx Summer Employment. Time. Young Adults 

StMMER WELFARE EXPERIENCE 
Use SUMMER PROGRAM 

StPERVlSION 

Use ADMINISTRATION 

SUPERVISORS 

Broader term Administrators 

Relattd terms Conferences, Coordinators. Dircctorji 

SUPINE 

Vse POSTURE 

SUPPORT PERSONNEL 
V\e PARAPROFESSIONS 

SLPPORTS 

Lse ORTHOSES 

SURGERY 

Refer f,om IMPLANTATION. PLASTIC SURGERY, 
POSTOPERATIVE. POSTSURGICAL. TRANSECTION 

Sarrowtr termx Amputation. Cardiac Surgery. Chemosur- 
gery. Colostomy. Ileostomy. Laminectomy. Laryngectomy. 
Myoplasty. Neurosurgery. Orchiectomy. Transplants 

Broader term Processes 

Related terms Cancer. Cosmetic Rehabilitation. Medicine, 
Neuromuscular Disorders. Orthopedics. Physical Therapy. 
Talipes. Therapy 
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SURVEYS 

Broader term Research 

Related terms Analysis. Evaluate. Statistics 

SHALLOWING 

Vse PHYSIOLOGY 

SWELLING 

Vse EDEMA 

SYMBOLS 

Broader term Language 
Related terms. English 

SYMPOSIUM 

Vse CONFERENCES 

SYNTAX 

Vse LINGUISTICS 

SYSTEMS ANALYSIS 
Broader term Analysis 

Related terms Cost Analysis. Feedback. Operations 
Research; Output. Planning. Work Simplification 
TACTILE 
Vse TOUCH 

TALIPES 

Refer from CLUBFOOT 
Broader term Congenital Defects 
Related terms- Feet. Orthosis. Surgery 

TALKING BOOK 

Vse AUDIOVISUAL AIDS 

TAPE DUPLICATOR 

Vse TAPE RECORDING 

TAPE RECORDING 

Refer from TAPE DUPLICATOR 

Broader term Recording 

Related terms Documents, Equipment 

TAPES 

Vse AIDS 



TASKS 

Broader term 
Related terms 



Work 
Job 



TAXES 

Vse FINANCE 

TEACH 

Vse INSTRUCTION 

TEACHER AIDES 

Vse AIDES 

TEACHER TRAINING 

Vse EDUCATION 

TEACHERS 

Vse EDUCATORS 

TEACHING AIDS 

Vse TRAINING AIDS 

TEAM APPROACH 
V\e TEAMWORK 

TEAMS 

Broader term Organizations 
Related terms Social Workers 
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TEAMWORK 

Refer from TEAM APPROACH 
Broader term Interactions 

Related terms Casework, Cooperation, Coordination, 
Liaison, Social Work 

TECHNICIANS 

Broader term Paraprofessions 
Related terms Aides, Aids 

TECHNIQUE 

Vse PROCESSES 

TECHNOLOGY 

Broader term Knowledge Areas 

TEENAGE 

Vse YOUNG ADULTS 

TELEMETRY 

Broader term Measure 
Related terms Communication 

TELEVISION 

Vse AUDIOVISUAL AIDS 

TEMPERATURE 

Refer from COLD, HEAT, WARMTH 
Broader term Conditions 

Related terms Cryotherapy, Heat Treatment, Hydrotherapy 

TEMPORAL 

Vse TIME 

TEMPORAL LOBE 
Vse BRAIN 

TENANTS 

Vse RESIDENTS 

TENDON 

Refer from TENODESIS 

Broader term Musculoskeletal System 

Related terms Bones, Connective Tissue, Joints, Muscles 

TENNESSEE 
Vse FIELD 

TENODESIS 

Vse TENDON 

TENURE 

Broader term Employment Of Faculty 
Related terms Educators 

TESTING 

Vse TESTS 

TESTS 

Refer from MMPI, PICTORIAL INTEREST INVENTORY, 

PRETEST SCORES, TESTING 
Narrower terms Performance Tests, Rorschach 
Broader term Research 

Related terms Analysis, Behavior, Evaluate, Experiments, 
Measures, P ychomctrics 

TEXAS 

Vse FIELD 

TEXT 

Vse DOCUMENTS 

TEXTBOOK 

Vse DOCUMENTS 

THALAMUS 
Vse BRAIN 



THEATRICAL 

Vse ARTS 

THEORY 

Broader term Research 

Related terms Experiments, Modeling 

THERAPY 

Refer from CORRECTED, TREATMENT 

Narrower terms Chemotherapy, Cryotherapy, Group 
Therapy, Neuropsychiatry, Occupational Therapy, Physical 
Therapy, Prevention, Psychotherapy, Speech Therapy 

Broader te^-m Processes 

Related terms Aids, Diagnosis, Irradiation, Medicine, Modift* 
cation. Neuromuscular Disorders, Rehabilitation, Surgery 

THESES 

Use DOCUMENTS 

THINKING 

Use REASONING 

TIME 

Refer from DAY, EVENING, FUTURE, HOURLY, LAG. 

LATENCY, REACTION TIME, TEMPORAL, TIMER, 

TIMING, TRACKING 
Broader term Measures 

Related terms Duration, Dynamics, Employment, Follow Up, 
Frequency, Longitudinal Study, Progress, Relations, 
Scheduling, Sequences, Summer Program 

TIMER 

Use TIME 

TIMING 

Use TIME 

TISSUE 

^ ider term Body 

ted terms Connective Tissue, Skin 

TISSUE DISORDERS 

Broader term. Disorders 

TONAL 

Use SOUND 

TONGUE 

Broader term Sensory System 

TOOLS 

Use EQUIPMENT 

TORQUE 

Use MECHANICS 

TOUCH 

Refer from TACTILE 
Broader term Senses 
Relateu .erms Braille, Discrimination 

TOXICITY 

Use PHARMACOLOGY 

TOXICOLOGY 

Use PHARMACOLOGY 

TOYS 

Use PLAYING 

TRACKING 

Use TIME 

TRAINABLE 

Use EDUCABILITY 

TRAINEES 

Broader term Roles 

Related terms Education, Students 
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TRAINER 

Use TRAINING 

TRAINING 

Refer from INSERVlCE, PRETRAINING, TRAINER UN- 
TRAINED 

lS/arro\ier term^ ^..r,g'iage Retraining, Mobilil> Training, 

Staff Trainin;;, Vocational Training, Workshop!) 
Broader term Processes 

Related terms Communication, Document*), Education, Infor- 
mation, Instruction, Learning, Manpower, Paraprofesiion^ 
Skill 

TRAINING AIDES 

Vse AIDES 

TRAINING AIDS 

Refer from EDUCATIONAL MATERIAL, INSTRUC- 
TIONAL MATERIALS, TEACHING AIDS, TRAINING 
MATERIALS 

Broader term Aids 

Related terms Education, Instruction 

TRAINING MATERIALS 

Use TRAINING AIDS 

TRAITS 

Use PERSONALITY 

TRANFORMATION 

Related terms Modification 

TRANSAMIDINASE 

Use SUBSTANCES 

TRANSCRIBERS 

Use RECORDING 

TRANSCRIBING 

Use RECORDING 

TRANSCRIPTS 

Use RECORDS 

TRANSDUCERS 

Use EQUIPMENT 

TRANSECTION 

Use SURGERY 

TRANSFORMATION 

Broader term Change 

Related terms Adaptation, Adjustment, Improvement, In- 
novation 

TRANSITION 

Broader term Change 

Related terms Adaptation, Adjustment, Improvement, In- 
novation 

TRANSLATION 

Broader term Communication 

TRANSMISSION 

Broader term Communication 
Related terms Conterenccs 

TRANSPLANTS 

Broader term Surgery 

TRANSPORTATION 

Refer from FARE, MASS TR/^NSIT RATE, PUBLIC 

TRANSPORTATION, RIDERSHIP 
Broader term Processes 
Related terms Delivery, Travel 

TRAUMATIC 

Use INJURIES 
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TRAVEL 

Refer from TRAVELER 
Broader term Movement 

Related ter-tis Mobility, Transportation, Visiting 
TRAVELER 
L'se TRAVEL 

TREAD MILL 

Use PHYSICAL THERAPY 

TREATMENT 
Use THERAPY 

TREMORS 

U^e NEUROMUSCULAR DISORDERS 
TRENDS 

Broader term Measures 
Related terms Statistics 

TRIAL PERIODS 

Use PROBATION 

TRUCKS 

Use EQUIPMENT 

TUBE 

Use COMPONENTS 

TUBERCULOSIS 

Broader term Pulmonary Disorders 

TYPES 

Use CLASSIFICATION 

TYPOLOGY 

Use CLASSIFICATION 

ULTRASONIC 

Use SOUND 

tNDERACHIEVERS 
Use LEARNING 

UNDERGRADUATE 

Use COLLEGE 

UNDERGRADUATES 

Use STUDENTS 

UNDERSANDING 

Use COMPREHENSION 

UNDERSTANDING 

Refer from INTELLIGIBILITY 
Related terms Judgment, Learning, Memory, 
Reasoning 

UNEMPLOYABLE 

Use EMPLOYABILITY 

UNEMPLOYED 

Broader term Roles 

Related terms Low Income, Workers 

UNEMPLOYMENT 

Broader term Employment 
Related terms Automation, Computer, Job 
UNESCO 

Broader term Organizations 

UNFEASIBLE 

Use FEASIBILITY 

UNICEF 

Broader term Organizations 

UNIFICATION 

Use COOPERATION 
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VISUAL AIDS 



LMONS 

Hi fir from I ABOR L NIONS, ORGANIZED LABOR 

Hnuidcr tt'rni ()rgani/dlii>ns 

Rflafi'il terms l-mplt)>menl. Induslrics. Industry 

I MTEI) STATK.S 

Rfjir inmi ISA 

iiroaJer term Geographic Areas 
Relait'd terms NaliDfial, Regions Stales 

lNi\t:RS!TIE:S 

lirtHJiU r term Sehi)i)ls 

Related terms College. Curriculum. Schools 01 Social Work 

ini\i-:rsity edicators 

1st HDUCAIORS 

I NSKILI.ED 

l\e SKILL 

iNSTRLtTLRED 

I se STRUCTURE 

t'NSlCCESSFUL 
I se SUCCESS 

tNTRAINED 

ise TRAINING 

LNWEI) MOTHERS 
L'se PARENTS 

UPGRADE 

Use IMPROVEMRNI 

UPPER EXTREMITY 

Ise ARM 

URBAN 

i'se Cl!\ 

URBAN RENEWAL 
ise CITY 

URETHRAL 

L'se URINARY TRACT 

URINARY TRACT 

Refer from URETHRAL 
\urnn\er terms Bladder 
Brooder term Bodv 

USA 

i se UNITED S TA I LS 
ISE 

i'se UTILIZAIION 

USEFUL 

ise UIILIIY 

USEFLLNESS 
i sv UIILIIY 

UTAH * 

lu FIELD 

UTILITY 

Refer jrom USETUL. USthULNLSS 
Broader term Measures 
Relii te'i t erm s E 1 1 c c t iv e n e ss 

UTILIZATION 

Refer from h XPLOl I A I ION . USE 
Sorrower terms Research Utili/ation 
Brooder term Application 
Related terms Consumption, Research 

VALIDATION 

Broader term Control 

Related terms Accrcdilation, Admission. Certification 



VALIDITY 

Broader term Measures 
Related terms EtTectiveness 

VALUES 

Refer from ESTEEM 

\arr(mer terms HuiPamtarianism, Morals, Priorilies, Reli- 
gion 

Broader term Goals 

Related terms Expectations. Measures, Social Welfare, So- 
cialization 

VARIABLES 

Vse CONDI I IONS 

VARIATIONS 

Ise CONDITIONS 

VASCULAR DISEASE 

Vse CARDIOVASCULAR DISORDERS 

VASCULAR INSUFFICIENCY 

Vse CARDIOVASCULAR DISORDERS 

VENDING 

Use MARKETING 

VENDOR 

Vse MARKETING 

VERBAL CONDITIONING 

Broader term Conditioning 
Related terms Speech 

VERBALIZATION 

Use SPEECH 

VERMONT 
Vse FIELD 

VETERANS 

Broader term Roles 
Related terms Beneficiaries 

VIBRATORS 

Use EQUIPMENT 

VIDEOTAPE 

Vse AUDIOVISUAL AIDS 

VIRGIN ISLANDS 

Vse FITiLD 

VIRGINIA 

Vse FIELD 

VISION 

Refer from EYESIGHT. OPTICS, SIGHT, SIGHTED, 

VISUAL ACUITY 
Broader term Senses 

Related terms Audiovisual Aids. Discrimination. Eye. Lens. 
Ophthalmologists. Ophthalmology. Optical Aids. Op- 
tometrists 

VISION IMPAIRMENT 

Vse VISUAL DISORDERS 

VISITING 

Broader term Interpersonal Relations 

Related terms Families, Human Relations, Travel 

VISUAL ACUITY 
Use VISION 

VISUAL AIDS 

Vse AUDIOVISUAL AIDS 
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VISUAL DISORDERS 

Refer from LOW VISION. LOW VISUAL ACUITY. PAR 

TIALLY SIGHTED. VISION IMPAIRMENT 
\arro\\er lerms Blindness 
Broader term Disorders 
Related terms Communication Disorders, Eye 

VISUAL DISPLAY 
Vse AUDIOVISUAL AIDS 

VOCABULARY 

Broader term Language 
Related terms English 

VOCAL PITCH 

Vse VOICE 

VOCALIZATION 

Vse SPEECH 

VOCATION 

OCCUPATIONS 

VOCATIONAL ACHIEVEMENT 

Broader term Achievement 
Related terms Work Performance 

VOCATIONAL ADJUSTMENT 
Vse WORK ADJUSTMENT 

VOCATIONAL ASSE!»SMENT 

Vse VOCATIONAL EVALUATION 
VOCATIONAL COUNSELING 

Vse VOCATIONAL GUIDANCE 
VOCATIONAL EVALUATION 

Refer from PREEMPLOYMENT EVALUATION, VOCA- 
TIONAL ASSESSMENT 

Broader term Evaluation 

'^elated terms Job Analysis. Work Evaluation, Work Ex- 
perience 

VOCATIONAL EXPERIENCE 
Vse WORK EXPERIENCE 

VOCATIONAL FITNESS 
Vse EMPLOYABILITY 

VOCATIONAL GUIDANCE 

Refer from VOCATIONAL COUNSELING 
Broader term Counseling 
Related terms Family Services 

VOCATIONAL POTENTIAL 

Broader term Potential 

Related terms- Aptitude. Lducability. Employability. Reha- 
bilitation Potential. Work Adjustment, Work Evaluation 
VOCATIONAL REHABILITATION 
Broader term Rehabilitation 

Related terms Employers, Employment, Prevocattonal Ser- 
vices, Vocational Training 

VOCATIONAL TRAINING 

Refer from JOB TRAINING 
Broader term Training 

Related terms Education, Employers, Occupational Training 
Centers; Prevocational Services, Vocational Rehabilitation. 
Workshops 

VOICE 

Refer from INTONATION, PRONATION, VOCAL PITCH 
Broader term Speech 

Related terms Language, Laryngectomy, Sound, Speech 



VOLUNTARY SERVICES 

Broader term Social Welfare Services 
Related terms Agencies 

VOLUNTEERS 

Broader term Roles 

Related terms Civsc Groups. Community Relations. 
Paraprofessions 

VOWELS 

Vse LANGUAGE 

WAGES 

Vse COMPENSATION 

WAIVER 

Vse RIGHTS 

WALES 

Vse COUNTRIES 

WALKING 

Vse AMBULATION 

WARM SPRINGS FOUNDATION 

Broader term Organizations 

WARMTH 

Vse TEMPERATURE 

WASHINGTON ACTION FOR YOUTH 

Broader term Organizations 

WEAVING 

Vse OCCUPATIONAL THERAPY 

WELFARE 

Vse FINANCIAL AID 

WELFARE AGENCIES 

Refer from PUBLIC WELFARE AGENCIES 

Broader term Agencies 

Related terms Social Welfare Services 
WELFARE CLIENTS 

Vse FINANCIAL AID 

WEST VIRGINIA 
Vse FIELD 

WHEELCHAIR 

Broader term Orthoses 

WHITE 

Vse ETHNIC GROUPS 

WHITE COLLAR WORKERS 

Broader term. Workers 

Related terms Blue Collar Workers 

WISCONSIN 

Vse FIELD 

WOMEN 

Refer from FEMALE 
Broader term Population 
Related terms Adults, Culture 

WOODWORKING 

Vse CRAFTS 

WORD ASSOCIATION 

Vse REASONING 

WORDS 

Vse. LANGUAGE 
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YUGOSLAVIA 



WORK 

Refer from l,ABOR 

Narrower terms Tasks, Work Simplification 
Broader term Processes 

Related terms Discharge, Empioyment, Exercise. Industries, 
Job, Probation. Productivity 

WORK ADJUSTMENT 

Refer from JOB SATISFACTION, VOCATIONAL ADJUST 

MEN I . WORK TOLERANCE 
Broader term Adjustment 

Related terms Behavior Modification, Interactions. Morale, 
Personal Adjustment, Readiness, Skill, Social Adjustment, 
Vocational Potential, Work Evaluation, Work Performance 

WORK ASSESSMENT 

Use WORK EVALUATION 

WORK BEHAVIOR 

Use WORK PERFORMANCE 

WORK CLASSIFICATION 

Broader term Classification 

WORK EVALUATION 

Refer from WORK ASSESSMENT 
Broader term Evaluation 

Related terms Morale, Performance, Vocational Evaluation, 
Vocational Potential, Work Adjustment, Work Per- 
formance, Work Samples 

WORK EXPERIENCE 

Refer from EMPLOYMENT HISTORY, OCCUPATIONAL 

EXPERIENCE, VOCATIONAL EXPERIENCE, WORK 

HISTORIES 
Broader term Skill 
Related terms Vocational Evaluation 

WORK HABITS 

Use WORK PERFORMANCE 

WORK HISTORIES 

Use WORK EXPERIENCE 

WORK PERFORMANCE 

Refer from JOB PERFORMANCE. WORK BEHAVIOR, 

WORK HABITS 
Broader term Pcrtormancc 

Related terms Job Analysis, Vocational Achievement, Work 
Adjustnent, Work Evaluation 

WORK SAMPLES 

Refer from JOB SAMPLE 
Broader term St at J sties 

Related terms Job Analysis, Work Evaluation 

WORK SIMPLIFICATION 

Brooder term Work 

Related terms Systems Analysis 



WORK STUDY PROGRAM 

Broader term Programs 

WORK TOLERANCE 

Use WORK ADJUSTMENT 

WORK TRIAL 

Use PROBATION 

WORKBOOK 

Use DOCUMENTS 
WORKERS 

Refer from COWORKERS, EMPLOYEES 

Narrower terms Blue Collar Workers, White Collar Workers 

Broader term Roles 

Related terms Aged, Disabled Workers, Employers, 
Migrants, Paraprofessions, Professions, Unemployed 

WORKING 

Use EMPLOYMENT 

WORKMEN*$ COMPENSATION 

Broader term Compensation 

Related terms Beneficiaries, Insurance 

WORKSHOPS 

Narrovier terms Sheltered Workshops 
Broader term Training 

Related terms Disabled, Disadvantaged. Facilities. Mentally 
Retarded, Vocational Training 

WOUND HEALING 

Use INJURIES 

WOUND HEALING 

Related terms Injuries 

WRIST EXTENSION 

Use JOINTS 

WRITING 

Refer from INKPRINT. ORTHOGRAPHY 

Broader term Recording 

Related terms Braille, Documents, Printing 

YOUNG ADULTS 

Refer from HIPPIES, JUVENILE, SCHOOL AGE YOUTHS, 

TEENAGE, YOUTHS 
Broader term Adults 

Related terrtts Childrci., Delinquents, Summer Program 

YOUNGSTERS 
Use CHILDREN 

YOUTH OPPORTU^iTY PROGRAM 

Broader term Programs 

YOUTHS 

Use. YOUNG ADULTS 

YUGOSLAVIA 

Use COUNTRIES 
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A. GOALS 

EXPECTATIONS 
MOTIVATION 

INCENTIVES 
INTEREST 
VALUES 

HUMANITARIANISM 
MORALS 
PRIORITIES 
RELIGION 

B. RESOURCES 

BODY 

BODY FLUIDS 

BLOOD 
BREAST 

CARDIOVASCULAR SYSTEM 
GASTROINTESTINAL SYSTEM 

ESOPHAGUS 
HEAD 
.4 LIP 
/ LARYNX 
LIMBS 

ARM 

FEET 

HAND 

LEG 

MUSCULOSKELETAL SYSTEM 
BONES 

CONNECTIVE TISSUE 
JOINTS 
MUSCLES 
SPINE 
TENDON 
NECK 

NERVOUS SYSTEM 

BRAIN 

NERVES 

SPINAL CORD 
SENSORY SYSTEM 

EAR 

LYE 

NOSE 

TONGUE 
SKIN 
TISSUE 

URINARY TRACT 
BLADDER 
COMMUNITY RESOURCES 
EQUIPMENT 

AIDS 

AUDIOVISUAL AIDS 

READERS 

TRAINING AIDS 
AUTOMOBILE 
COMPONENTS 
COMPUTER 
INSTRUMENTS 

QUESTIONNAIRES 

54 



LENS 

ORTHOSES 
BRiCES 
CANE 
SPLINTS 
WHEELCHAIR 
PROSTHETICS 

ARTIFICIAL LIMBS 
HEARING AIDS 
OPTICAL AIDS 
SENSORY AIDS 
FACILITIES 
CENTERS 

COMPREHENSIVE 

CENTERS 
OCCUPATIONAL 

TRAINING CENTERS 
REHABILITATION 

CENTERS 
RESIDENTIAL CENTERS 
CLINIC 
HOSPITALS 

GENERAL HOSPITALS 
MENTAL HOSPITALS 
INDUSTRY 
INSTITUTIONS 

PRISONS 
LIBRARIES 
LIVING FACILITIES 
HALFWAY HOUSE 
HOMES 
HOUSES 

NURSING HOMES 
PUBLIC HOUSING 

MUSEUMS 

SCHOOLS 

COLLEGE 

COOPERATIVE SCHOOLS 
HIGHSCHOOL 
PUBLIC SCHOOLS 
SCHOOLS OF SOCIAL 

WORK 
UNIVERSITIES 
HUMAN RESOURCES 

ABILITY 

INTELLIGENCE 
COGNITION 
COMPREHENSION 
DISCRIMINATION 
REASONING 

MANPOWER 

PERSONALITY 
EGO 

EMOTIONS 
POTENTIAL 
APTITUDE 
CREATIVITY 
EDUCABILITY 



EMPLOYABILITY 
REHABILITATION 

POTENTIAL 
VOCATIONAL POTENTIAL 
SENSES 

HEARING 
PROPRIOCEPTION 
TOUCH 
VISION 
SENSITIVITY 
SKILL 

WORK EXPERIENCE 
INFORMATION 
DATA 

BIOGRAPHICAL DATA 
CASE HISTORY 
CASE STUDIES 
CENSUS 
RECORDS 
DOCUMENTS 
OCCUPATIONS 
ARTS 
CRAFTS 

Farming 

homemakers 

houseparents 

PARAPROFESSIONS 
AIDES 

TECHNICIANS 
PROFESSIONS 

CONSULTANTS 
CORRECTIONAL 

PERSONNEL 
COUNSELORS 
DIETICIANS 
EDUCATORS 
INVESTIGATORS 
LAWYERS 
NURSES 
OCCUPATIONAL 

THERAPISTS 
OPHTHALMOLOGISTS 
OPTOMETRISTS 
PHYSIATRISTS 
PHYSICIANS 
PROGRAMMERS 
PSYCHIATRISTS 
SOCIAL WORKERS 
STUDENTS 
POPULATION 
ADULVS 
AGED 

OLDER ADULTS 

YOUNG ADULTS 
ANIMALS 

GUIDE DOGS 
CHILDREN 
CITIZENS 
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CLASSES 
CULTURE 

ETHNIC GROUPS 

SUBCULTURES 
MEN 
WOMEN 
ROLES 

CONSUMER 

EMPLOYERS 

EXCONVICTS 

EXPATIENTS 

FAMILIES 

PARENTS 
INMATES 
MIGRANTS 
MINORITY GROUPS 
PEERS 
POLICE 
POOR 

REPRESENTATIVES 

RESIDENTS 

STAFF 

STEREOTYPES 

TRAINEES 

UNEMPLOYED 

VETERANS 

VOLUNTEERS 

WORKERS 

BLUE COLLAR WORKERS 
WHITE COLLAR WORKERS 

RULES 

JUSTICE 
LAW 

COURTS 
POLICIES 
RIGHTS 

aVlL LIBERTY 

PROCESSES 
APPLICATION 

CONSUMPTION 
UTILIZATION 

RESEARCH UTILIZATION 
AUTOMATION 
BEHAVIOR 

ACCEPTANCE 
ACHIEVEMENT 
VOCATIONAL 
ACHIEVEMENT 
BEHAVIOP. MODIFICATION 
CONFRONTATION 
LIFE STYLE 
PASSIVITY 
PERFORMANCE 
PRACTICE 

WORK PERFORMANCE 
PLAYING 
PRODUCTIVITY 
PROSTITUTION 
PROTECTION 
RESISTANCE 
RESPONSES 
SMOKING 
SOCIALIZATION 
SUICIDE 
CLASSIFICATION 
IDENTIFICATION 
PATTERNS 

WORK CLASSIFICATION 



COMMUNICATION 
CONFERENCES 
DISSEMINATION 
EXHIBITS 
FEEDBACK 
INSTITUTES 
INTERNATIONAL 

INFOivMATION EXCHANGE 
MANUAL COMMUNICATION 
MECHANICAL 

COMMUNICATION 
READING 

LIP READING 
SIGNAL 
SPEECH 

VOICE 
TRANSLATION 
TRANSMISSION 
CONDITIONING 

OPERANT CONDITIONING 

REINFORCEMENT 
VERBAL CONDITIONING 
CONSTRUCTION 
CONVALESCENCE 
DATA PROCESSING 
DECISION 
DIAGNOSIS 

CYSTOURETHOGRAPHY 
ELECTRODIAGNOSIS 
DISTRIBUTION 
ALLOCATION 
COLLECTION 
CONDUCTION 
DELIVERY 
EDUCATION 

ADULT EDUCATION 
CONSUMER EDUCATION 
CONTINUING EDUCATION 
COURSES 
CURRICULUM 
GRADUATE EDUCATION 
INSTRUCTION 

PROGRAMMED 
INSTRUCTION 
INTERNSHIP 
MEDICAL EDUCATION 
PUBLIC EDUCATION 
SOCIAL WORK EDUCATION 
SPECIAL EDUCATION 
EMPLOYMENT 

EMPLOYMENT OF 

CONSULTANTS 
EMPLOYMENT OF FACULTY 

TENURE 
EMPLOYMENT OF 

RETARDATES 
HOMEWORK 
JOB 

RETIREMENT 

SHELTERED EMPLOYMENT 
SUMMER EMPLOYMENT 
UNI-MPLOYMENT 
INDUSTRIES 

INSTITUTIONALIZATION 

HOSPITALIZATION 
LANGUAGE 

BRAILLE 

CONTEXT 



ENGLISH 

GERMAN 

SYMBOLS 

VOCABULARY 
LEADERSHIP 
LEARNING 
MARKETING 
MOVEMENT 

AMBULATION 

GESTURES 

INVOLUNTARY MOVEMENT 
MOBILITY 
MOBILIZATION 
TRAVEL 
OPERATION 
PRODUCTION 
RECORDING 

PHOTOCOPYING 
PRINTING 
TAPE RECORDING 
WRITING 
RECREATION 

CAMPS 
RECRUITMENT 
REHABILITATION PROCESS 
STIMULATION 

ENRICHMENT 
SURGERY 

AMPUTATION 
CARDIAC SURGERY 
CHEMOSURGERY 
COLOSTOMY 
ILEOSTOMY 
LAMINECTOMY 
LARYNGECTOMY 
MYOPLASTY 
NEUROSURGERY 
ORCHIECTOMY 
TRANSPLANTS 
THERAPY 

CHEMOTHERAPY 
CRYOTHERAPY 
GROUP THERAPY 
NEUROPSYCHIATRY 
OCCUPATIONAL THERAPY 
PHYSICAL THERAPY 
CANE TECHNIQUES 
HEAT TREATMENT 
HYDROTHERAPY 
IRRADIATION 
ORTHOSIS 
PROSTHESIS 
RESTORATION 
PREVENTION 
PSYCHOTHERAPY 
SPEECH THERAPY 
TRAINING 

LANGUAGE RETRAINING 
MOBILITY TRAINING 
STAFF TRAINING 
VOCATIONAL TRAINING 
WORKSHOPS 

SHELTERED WORKSHOPS 
TRANSPORTATION 
WORK 
TASKS 

WORK SIMPLIFICATION 
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D. OUTPUT 
DISORDERS 

ADDICTION 

ALCOHOLISM 
ALLERGIC DISORDERS 
ARTHRITIS 

BEHAVIOR DISORDERS 
CANCER 

CARDIOVASCULAR 
DISORDERS 
CEREBROVASCULAR 

DISORDERS 
EDEMA 

HEART DISORDERS 

HEMATOMA 

STROKE 
CHRONIC ILLNESS 
COLITIS 

COMMUNICATION 
DISORDERS 
APHASIA 

LANGUAGE DISORDERS 
SPEECH DISORDERS 
CONGENITAL DEFECTS 
APLASIA 

CEREBRAL PALSY 

CLEFT PALATE 

CYSTIC FIBROSIS 

HEMOPHILIA 

MONGOLISM 

SPINA BIFIDA 

TALIPES 
CONNECTIVE TISSUE 

DISORDERS 
CYSTS 
DIABETES 
DISABILITY 

MULTIPLE DISABILITIES 
EAR DISORDERS 
EMOTIONAL DISORDERS 

DEPRESSION 

LONELINESS 
EPILEPSY 

HEARING DISORDERS 

DEAFNESS 
INJURIES 

BRAIN DAMAGE 

BURNS 

FACIAL DISFIGUREMENT 

FRACTURES 

SPINAL CORD INJURY 
KIDNEY DISORDERS 
LEPROSY 
MASTOIDITIS 
MENTAL DISORDEHS 

PSYCHOSIS 

SCHIZOPHRENIA 
MENTAL RETARDATION 
NEUROMUSCULAR 
DISORDERS 

CONVULSIONS 

HEMIPLEGIA 

MULTIPLE SCLEROSIS 
MUSCLE DISORDERS 

MUSCULAR dys:rophy 

MYASTHENIA GRAVIS 
PARALYSIS 



paraplegia 

poliomyelitis 

quadriplegia 

RHEUMATIC DISORDERS 
SPASTICITY 
OBESITY 
OCCLUSION 
PARKINSON'S DISEASE 
PULMONARY DISORDERS 
ASTHMA 
EMPHYSEMA 
TUBERCULOSIS 
SKIN DISORDERS 

DECUBITUS ULCER 
TISSUE DISORDERS 
VISUAL DISORDERS 
BLINDNESS 
DYSFUNCTIONAL PERSONS 
ADDICTS 

ALCOHOLICS 
CRIMINALS 
DELINQUENTS 
DISABLED 

AMPUTEES 
APHASICS 
BLIND 
DEAF 

DISABLED WORKERS 

HOMEBOUND 

MENTALLY RETARDED 

PARAPLEGICS 

QUADRIPLEGICS 

SEVERELY DISABLED 
DISADVANTAGED 

CULTURALLY 

DISADVANTAGED 

SOCIALLY HANDICAPPED 
DROPOUT 

EMOTIONALLY DISTURBED 
EPILEPTICS 
MENTALLY ILL 
OFFENDERS 

FEDERAL OFFENDERS 
PUBLIC OFFENDERS 
SEXUAL OFFENDERS 
PATIENTS 

MENTAL PATIENTS 
OUTPATIENTS 
STUTTERERS 
DYSFUNCTIONS 
ACCIDENTS 
ALIENATION 
BARRIERS 

ARCHITECTURAL 
BARRIERS 
CHRONIC CONDITIONS 
COMPLICATIONS 
CONFLICT 
CRIME 
CRISIS 
DEFECTS 
DELINQUENCY 

JUVENILE DELINQUENC Y 
DISASTER 
FAILURE 
FATIGUE 
HAZARDS 
ILLEGITIMACY 



INHIBITION 

OBSTACLES 

REJECTION 

RIOTS 
NORMAL FUNCTIONS 

ACTIVITIES OF DAILY 
LIVING 

HEALTH 

MENTAL HEALTH 
PUBLIC HEALTH 

MATURITY 

NEEDS 

OPPORTUNITY 

PEACE 

PRODUCTS 

PROGRESS 

RELIABILITY 

RESULTS 

SAFETY 

SATISFACTION 

SUCCESS 

E. ADMINISTRATION 
ADMINISTRATORS 

CHANGE AGENTS 
COORDINATORS 
DIRECTORS 
EVALUATORS 
SUPERVISORS 
CHANGE 

ADAPTATION 
ADJUSTMENT 

PERSONAL ADJUSTMENT 
SOCIAL ADJUSTMENT 
WORK ADJUSTMENT 
CORRECTION 
IMPROVEMENT 
INNOVATION 
MODIFICATION 
TRANSFORMATION 
TRANSITION 
CONTROL 

ACCREDITATION 
ADMISSION 
CERTIFICATION 
DISCHARGE 
ELIGIBILITY 
FACILITATION 
LICENSING 
MAINTENANCE 
OWNERSHIP 
PAROLE 
PROBATION 
REQUIREMENTS 
RESPONSIBILITY 
SPECIFICATIONS 
STANDARDIZATION 
VALIDATION 
FINANCE 

COMPENSATION 
WORKMEN'S 
COMPENSATION 
COSTS 
FEES 

FINANCIAL ADMINISTRATION 

ACCOUNTING 
BUDGETING 
EXPENDITURES 
FUNDING 
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G ENVIRONMENT 



pt:\si()Ns 

S AVISOS 

SL HCOXTRACTINC 
INSl RANCE 
SOC lOFCONOMICS 
/\C OME 

INCOME 
MlbDLE INCOME 
POVERTY 
GOVERNMENT 
LEGISLATION 

LOBBYING 
POLinCS 
PLANNING 

COMMUNITY PLANNING 
DESIGN 

FAMILY PLANNING 
MODELING 
SCHEDULING 
SOCIAL WELFARE 

CHILD WELFARE 
SOCIAL WELFARE SERVICES 
AGENCIES 

REHABILITATION 

ACENC lES 
SOCIAL SECURITY 
STATE AGENCIES 
WELFARE AGENCIES 

AID 

FINANCIAL All) 

LLGAL All) 
BENEFITS 
CASEWORK 

CASE MANAGEMENT 

CASELOAD 
CLIENTS 

APPLICA NTS 

BkNEhlC I ARIES 

RECIPIENTS 

REHAHILITANTS 
COUNSELING 

CONSULTATION 

FAMILY COUNSELING 

REHABILITATION 
COUNSELING 

VOCATIONAL GUIDANCE 
FAMILY SERVICES 

ADOPTION 

AFIK 

CHILD CARE 

DAY CARE 

FOSTER CARE 

HOME CARE 
GROUP WORK 

GROUP PROCESSES 
HEALTH CARE 
INTERVIEWING 
PLACEMENT 

JOB PLACEMENT 
PROGRAMS 

REHABILITATION 
PROGRAM 

SUMMER PROGRAM 

WORK STUDY PROGRAM 

YOUTH OPPORTUNITY 
PROGRAM 
PROTECTIVE SERVICES 



REFERRAL 
REHABILITATION 

COSMETIC 

REHABILITATION 

PREVOCATIONAL 
SERVICES 

VOCATIONAL 
REHABILITATION 
VOLUNTARY SERVICES 

F. RESEARCH 

DEMONSTRATION 

PILOT STUDY 
EVALUATION 
ANALYSIS 

COMPARISON 

COST ANALYSIS 

FACTOR ANALYSIS 

HARMONIC ANALYSIS 

JOB ANALYSIS 

OPERATIONS RESEARCH 

PSYCHOANALYSIS 

SYSTEMS ANALYSIS 
CHARACTERISTICS 

CLIENT 
CHARACTERISTICS 
CRITERIA 

INDICATORS 
EVALUATE 
FEASIBILITY 
LONGITUDINAL STUDY 

FOLLOW UP 
MEASURE 

AUDIOMETRY 

SOCIOMETRY 

TELEMETRY 
MEASURES 

CAPACITY 

EFFECTIVENESS 

EFFICACY 

EFFICIENCY 

GAIN 

INCIDENCE 

LENGTH 

MORBIDITY 

MORTALITY 

QUALITY 

RATING 

SIZE 

STRENGTH 

TIME 

TRENDS 

UTILITY 

VALIDITY 
PROGRAM STUDIES 
PSYCHIATRIC EVALUATION 
PSYCHOMETRICS 
SCREENING 
STANDARDS 

VOCATIONAL EVALUATION 

WORK EVALUATION 
EXPERIMENTS 
SURVEYS 
TESTS 

PERFORMANCE TESTS 

RORSCHACH 
THEORY 



G. ENVIRONMENT 
CONDITIONS 

ADEQUACY 
AVAILABILITY 
CULTURAL DIFFERENCE 
LITERACY 

LIVING CONDITIONS 

POSTHOS PITA LIZ ATION 

READINESS 

RISK 

STRESS 

TEMPERATURE 
GEOGRAPHIC AREAS 

CITY 

COMMUNITY 

SEITLEMENTS 

COUNTIES 

COUNTRIES 

DEPRESSED AREAS 

FIELD 

FOREIGN 

GHETTO 

NATIONAL 

PARISHES 

REGIONS 

RURAL 

STATES 

SUBURBAN 

ONITED STATES 
KNOWLEDGE AREAS 

BEHAVIORAL SCIENCES 
ANTHROPOLOGY 
CRIMINOLOGY 
PSYCHOLOGY 

BIOCHEMISTRY 

ELECTROCHEMISTR Y 

ECOLOGY 

ENGINEERING 

ARCHITECTURE 
BIOENGINEERING 
MECHANICS 
REHABILITATION 
ENGINEERING 

GENETICS 

HOME ECONOMICS 

LINGUISTICS 

MEDICINE 

EPIDEMIOLOGY 

GERIATRICS 

OPHTHALMOLOGY 

ORTHOPEDICS 

PATHOLOGY 

PHARMACOLOGY 

PSYCHIATRY 

PHYSICAL SCIENCES 
ACOUSTICS 
ELECTRICITY 
ELECTRONICS 
ENERGY 
PNEUMATICS 
SOUND 
SPACE 

PHYSIOLOGY 
AGING 
AVDIOLOGY 
BIRTH 

BLOOD FLOW 



ERLC 
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ENVIRONMENT 



HIERARCHIC THESAURUS 



CARDIAC FUNCTION 

ELECTROPHYSIOLOGY 

EXERCISE 

KIDNEY FUNCTION 

LIFE 

MEMORY 

METABOLISM 

NEUROPH YSIOLOGY 

NEUROPS YCHOLOG Y 

NUTRITION 

PULMONARY 

PHYSIOLOGY 
SEX 

SOCIAL WORK 
STATISTICS 

DEMOGRAPHY 

PREDICTION 

PROGNOSIS 

SAMPLES 

WORK SAMPLES 
TECHNOLOGY 
ORIENTATION 
ATTITUDES 

COMMITMENT 

EMPLOYER ATTITUDES 

MORALE 

OPINION 

PARENTAL ATTITUDES 
JUDGMENT 

BIAS 
RELATIONS 

COM^^UNITY RELATIONS 

CORRELATION 

DYNAMICS 



COMPETITION 

DURATION 

FREQUENCY 

SEQUENCES 

STABILITY 
INDEPENDENCE 
INTERACTIONS 

CAUSES 

COOPERATION 

COORDINATION 

EFFECTS 

INTERAGENCY 
RELATIONS 

LIAISON 

TEAMWORK 
INTERNATIONAL RELATIONS 
INTERPERSONAL RELATIONS 

DEPENDENCY 

HUMAN RELATIONS 

INTIMACY 

MARRIAGE 

PUBLIC RELATIONS 

VISITING 
INVOLVEMENT 

MEMBERSHIP 

PARTICIPATION 
ORGANIZATIONS 

BOARDS 

BUSINESS 

CIVIC GROUPS 

CIVIL SERVICE 

CLEARINGHOUSE 

COMMITTEES 



COOPERATIVES 
CREDIT UNIONS 
GOODWILL INDUSTRIES 
GROUP 

INTERNATIONAL 

COUNCIL OF 

EDUCATORS 
NATIONAL 

REHABILITATION 

ASSOCIATION 
SALVATION ARMY 
TEAMS 
UNESCO 
UNICEF 
UNIONS 

WARM SPRINGS 
FOUNDATION 
WASHINGTON ACTION 
FOR YOUTH 
POSTURE 
STRUCTURE 

COMMUNITY 

ORGANIZATION 
INTEGRATION 
ISOLATION 
PRIVATE 
PUBLIC 
SEGREGATION 
SUBSTANCES 
BERYLLIUM 
DRUGS 
FOOD 
LEAD 
OXYGEN 



Word Index to Multiword Terms 



Word 
ACCIDENT 

ACCIDENTS 

ACCOUNTING 

ACHIEVEMENT 

ACT 

ACTION 

ACTIVITIES 
ACUITY 

ADJUSTMENT 



ADMINISTRATION 

ADULT 

ADULTS 

AGE 

AGENCEES 



AGENTS 
AID 

AIDES. 

AIDS 



ALLERGIC 
AMERICAN . 
AMERICANS 
ANALYSIS . .. 



ANGELES 

ANTONIO. . 
APPROACH . 
ARCHITECTURAL. 



Multiword term 
CEREBROVASCULAR 

ACCIDENT 
INDUSTRIAL ACCIDENTS 
COST ACCOUNTING 
VOCATIONAL ACHIEVEMENT 
BURTON ACT 

WASHINGTON ACTION FOR 
YOUTH 

ACTIVITIES OF DAILY LIVING 
LOW VISUAL ACUITY 
VISUAL ACUITY 
COMMUNITY ADJUSTMENT 
PERSONAL ADJUSTMENT 
SOCIAL ADJUSTMENT 
VOCATIONAL ADJUSTMENT 
WORK ADJUSTMENT 
FINANCIAL ADMINISTRATION 
ADULT EDUCATION 
OLDER ADULTS 
YOUNG ADULTS 
SCHOOL AGE 
SCHOOL AGE YOUTHS 
PUBLIC REHABILITATION 

AGENCIES 
PUBLIC WELFARE AGENCIES 
REHABILITATION AGENCIES 
SOCIAL AGENCIES 
STATE AGENCIES 
WELFARE AGENCIES 
CHANGE AGENTS 
FINANCIAL AID 
LEGAL AID 
TEACHER AIDES 
TRAINING AIDES 
AUDIOVISUAL AIDS 
HEARING AIDS 
OPTICAL AIDS 
SENSORY AIDS 
TEACHING AIDS 
TRAINING AIDS 
VISUAL AIDS 
ALLERGIC DISORDERS 
LATIN AMERICAN 
MEXICAN AMERICANS 
CLUSTER ANALYSIS 
COST ANALYSIS 
FACET ANALYSIS 
FACTOR ANALYSIS 
HARMONIC ANALYSIS 
JOB ANALYSIS 
SYSTEMS ANALYSIS 
LOS ANGELES 
SAN ANTONIO 
TEAM APPROACH 
ARCHITECTURAL BARRIERS 



Word Multmord term 

AREA DISTRESSED AREA 

ECONOMICALLY DEPRESSED 
AREA 

AREAS DEPRESSED AREAS 

GEOGRAPHIC AREAS 
KNOWLEDGE AREAS 
ARMY SALVATION ARMY 

ARTHRITIS . RHEUMATOID ARTHRITIS 

ARTIFICIAL ARTIFICIAL LIMBS 

ASPECTS . DIFFERENTIAL ASPECTS 

ASSESSMENT VOCATIONAL ASSESSMENT 

WORK ASSESSMENT 
ASSISTANCE ASSISTANCE GRANTS 

FINANCIAL ASSISTANCE 
PUBLIC ASSISTANCE 

ASSISTIVE ASSISTIVE DEVICES 

ASSOCIATION NATIONAL REHABILITATION 

ASSOCIATION 
WORD ASSOCIATION 

ATTITUDES EMPLOYER ATTITUDES 

PARENTAL ATTITUDES 
SOUND ATTITUDES 
AUDIOVISUAL. AUDIOVISUAL AIDS 

AUDITORY AUDITORY CUES 

AUDITORY FEEDBACK 
AURALLY AURALLY HANDICAPPED 

BACK LOW BACK PAIN 

BARRIERS ARCHITECTURAL BARRIERS 

BEHAVIOR BEHAVIOR DISORDERS 

BEHAVIOR MODIFICATION 
BEHAVIOR PROBLEMS 
BEHAVIOR THERAPY 
WORK BEHAVIOR 
BEHAVIORAL BEHAVIORAL SCIENCES 

BELGRADE BELGRADE PROSTHESIS 

BELL'S BELL'S PALSY 

BENEFITS DISABILITY BENEFITS 

BIFIDA .... SPINA BIFIDA 

BIOGRAPHICAL . BIOGRAPHICAL DATA 

BIRTH BIRTH CONTROL 

BIRTH DEFECTS 
BLADDER NEUROGENIC BLADDER 

BLOOD BLOOD FLOW 

BLUE ... . BLUE COLLAR WORKERS 

BODY BODY FLUIDS 

BOOK TALKING BOOK 

BOOKS RECORDED BOOKS 

BRACHIAL . . BRACHIAL PLEXUS 

BRAIN BRAIN DAMAGE 

BRITAIN GREAT BRITAIN 

BURTON BURTON ACT 

CANE CANE TECHNIQUES 

ELECTRONIC CANE 

CARDIAC CARDIAC FUNCTION 

CARDIAC SURGERY 



CARDIOVASCULAR 



WORD INDEX TO MULTIWORD TERMS 



Word 

CARDIOVASCULAR 



CARE 



CAROLINA 

CASE 



CASELOAD 
CASEWORK 
CENTERS 



CENTRAL 

CEREBRAL 

CEREBROVASCULAR 



CHANGE 

CHARACTER 

CHARACTERISTICS 



CHEMICAL 
CHILD 



CHRONIC 

CHRONICALLY 

CIRCULATORY 

CITIZENS 

CIVIC 

CIVIL 

CLASS 

CLASSIFICATION 
CLEFT 
CLIENT 
CLIENTS 

CLUB 

CLUSTER 

COLLAR 

COLLEGE 
COMMUNICATION 



Mulu\^ord term 
CARDIOVASCULAR DISORDERS 
CARDIOVASCULAR PROBLEMS 
CARDIOVASCULAR SYSTEM 
CHILD CARE 
DAY CARE 
FOSTER CARE 
HEALTH CARE 
HOME CARE 
MEDICAL CARE 
PATIENT CARE 
NORTH CAROLINA 
CASE HISTORY 
CASE MANAGEMENT 
CASE REPORTS 
CASE STUDIES 
CASE WORK 

CASELOAD MANAGEMENT 
SOCIAL CASEWORK 
COMPREHENSIVE CENTERS 
MULTISERVICE CENTERS 
OCCUPATIONAL TRAINING 

CENTERS 
REHABIl ITATION CENTERS 
RESIDENTIAL CENTERS 
CENTRAL NERVOUS SYSTEM 
CEREBRAL PALSY 
CEREBROVASCULAR 

ACCIDENT 
CEREBROVASCULAR 

DISORDERS 
CHANGE AGENTS 
CHARACTER DISORDER 
CLIENT CHARACTERISTICS 
PATIENT CHARACTERISTICS 
CHEMICAL CONTROL 
CHILD CARE 
CHILD DEVELOPMENT 
CHILD WELFARE 
CHRONIC CONDITIONS 
CHRONIC ILLNESS 
CHRONICALLY ILL 
CIRCULATORY DISORDERS 
SENIOR CITIZENS 
CIVIC GROUPS 
CIVIL LIBERTY 
CIVIL SERVICE 
MIDDLE CLASS 
SOCIAL CLASS 
WORK CLASSIFICATION 
CLEFT PALATE 
CLIENT CHARACTERISTICS 
WELFARE CLIENTS 
CLUB FOOT 
CLUSTER ANALYSIS 
BLUE COLLAR WORKERS 
WHITE COLLAR WORKERS 
COLLEGE FACULTY 
COLLEGE STUDENTS 
COMMUNICATION DISORDERS 
MANUAL COMMUNICATION 
MECHANICAL 
COMMUNICATION 



Word 
COMMUNITY 



COMPENSATION 
COMPREHENSIVE 



CONCERT ED 
CONCRETE 
CONDITION 
CONDITIONING 

CONDITIONS 

CONGENITAL 
CONNECTIVE 



CONSULTANTS 

CONSUMER 

CONTINUING 

CONTROL 

COOPERATIVE 

CORD 

CORONARY 

CORRECTIONAL 

CORTEX 

COSMETIC 

COST 

COUNCIL 

COUNSELING 



COUNSELORS 

CREDIT 

CRITICAL 

CROSS 
CUES 

CULTURAL 



CLILTIRALLY 



CYSTIC 
DAILY 
DAKOTA 
DAMAGE 



Mulu M ord term 
COMMUNIIY ADJUSTMENT 
COMMUNITY INTEGRATION 
COMMUNITY ORGANIZATION 
COMMUNITY PLANNING 
COMMUNITY RELATIONS 
COMMUNITY RESOURCES 
COMMUNITY SERVICES 
ORGANIZED COMMUNITY 
STRUCTURED COMMUNITY 
WORKMEN'S COMPENSATION 
COMPREHENSIVE CENTERS 
COMPREHENSIVE 

REHABILITATION SERVICES 
COMPREHENSIVE SERVICE 
COMPREHENSIVE VOCATIONAL 

REHABILITATION SERVICE 
CONCERTED SERVICES 
CONCRETE JUNGLE 
PHYSICAL CONDITION 
OPERANT CONDITIONING 
VERBAL CONDITIONING 
CHRONIC CONDITIONS 
LIVING CONDITIONS 
CONGENITAL DEFECTS 
CONNECTIVE TISSUE 
CONNECTIVE TISSUE 

DISORDERS 
EMPLOYMENT OF 

CONSULTANTS 
CONSUMER EDUCATION 
CONTINUING EDUCATION 
B RTH CONTROL 
CHEMICAL CONTROL 
COOPERATIVE PROGRAM 
COOPERATIVE SCHOOLS 
SPINAL CORD 
SPINAL CORD INJURY 
CORONARY DISEASE 
CORRECTIONAL PERSONNEL 
MOTOR CORTEX 
COSMETIC REHABILITATION 
COST ACCOUNTING 
COST ANALYSIS 
. INTERNATIONAL COUNCIL OF 

EDUCATORS 
FAMILY COUNSELING 
PARENT COUNSELING 
REHABILITATION COUNSELING 
VOCATIONAL COUNSELING 
REHABILITATION COUNSELORS 
CREDIT UNIONS 
CRITICAL INCIDENTS 
CRITICAL VARIABLES 
CROSS CULTURAL 
AUDITORY CUES 
CROSS CULTURAL 
CULTURAL DEPRIVATION 
CULTURAL DIFFERENCE 
CULTURAL DIFFERENCES 
CULTURALLY DEPRIVED 
CULTURALLY DISADVANTAGED 
CULTURALLY HANDICAPPED 
CYSTIC FIBROSIS 
ACTIVITIES OF DAILY LIVING 
NORTH DAKOTA 
BRAIN DAMAGE 
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WORD INDEX TO MULTIWORD TERMS 



EMPLOYER 



Word 
DANGEROUS 

DATA 



DAY 

DECUBITUS 
DEFECTS 

DEFENSE 
DELACATO 
DELINQUENCY 
DELINQUENTS. 

DEPARTMENTAL 
DEPRESSED 



DEPRIVATION 

DEPRIVED 

DETECTION 

DEVELOPMENT 

DEVICES 

DIAGRAMS 

DIFFERENCE 

DIFFERENCES 

DIFFERENT 

DIFFERENTIAL 

DIGNITY 

DIRECTED 

DISABILITIES 

DISABILITY 



DISABLED 

::'SADVANTAGED 
DISC 

DISCRIMINATION 
DISCUSSION 

DISEASE 



DISFIGUREMENT 
DISORDER 



Multiviord term 
SEXUALLY DANGEROUS 
BIOGRAPHICAL DATA 
DATA PROCESSING 
ELECTRONIC DATA 

PROCESSING 
DAY CARE 
DAY HOSPITAL 
DECUBITUS ULCER 
BIRTH DEFECTS 
CONGENITAL DEFECTS 
DEFENSE REACTION 
DELACATO METHOD 
JUVENILE DELINQUENCY 
JUVENILE DELINQUENTS 
POTENTIAL DELINQUENTS 
DEPARTMENTAL FUNCTION 
DEPRESSED AREAS 
ECONOMICALLY DEPRESSED 

AREA 

CULTURAL DEPRIVATION 
CULTURALLY DEPRIVED 
OBJECT DETECTION 
CHILD DEVELOPMENT 
ASSISTIVE DEVICES 
LINE DIAGRAMS 
CULTURAL DIFFERENCE 
CULTURAL DIFFERENCES 
NATIONALITY DIFFERENCES 
DIFFERENT TYPES 
DIFFERENTIAL ASPECTS 
HUMAN DIGNITY 
DIRECTED MOTION 
MULTIPLE DISABILITIES 
DISABILITY BENEFITS 
DISABILITY INSURANCE 
EMOTIONAL DISABILITY 
MENTAL DISABILITY 
DISABLED WORKERS 
MULTIPLE DISABLED 
PSYCHIATRICALLY DISABLED 
SEVERELY DISABLED 
CULTURALLY DISADVANTAGED 
SOCIOCULTURALLY 
DISADVANTAGED 
DISC PLAYER 
DISCRIMINATION LOSS 
DISCUSSION GROUPS 
GROUP DISCUSSION 
CORONARY DISEASE 
LUNG DISEASE 
PARKINSON'S DISEASE 
VASCULAR DISEASE 
FACIAL DISFIGUREMENT 
CHARACTER DISORDER 



Word 
DISORDERS 



DISPLAY 
DISTRESSED . 
DISTURBED 
DOGS 

DUPLICATOR 
DVR . . . 
DYSFUNCTIONAL 
DYSTROPHICA 
DYSTROPHY . 
EAR . . 
EARLY . 

ECONOMICALLY 

ECONOMICS 
EDUCATION 



EDUCATIONAL. 
EDUCATORS 
ELECTRONIC , , 

EMOTIONAL 

EMOTIONALLY 
EMPLOYER. 



Mulu^^ord term 
ALLERGIC DISORDERS 
BEHAVIOR DISORDERS 
CARDIOVASCULAR DISORDERS 
CEREBROVASCULAR 

DISORDERS 
CIRCULATORY DISORDERS 
COMMUNICATION DISORDERS 
CONNECTIVE TISSUE 

DISORDERS 
EAR DISORDERS 
EMOTIONAL DISORDERS 
HEARING DISORDERS 
HEART DISORDERS 
KIDNEY DISORDERS 
LANGUAGE DISORDERS 
MENTAL DISORDERS 
MUSCLE DISORDERS 
NEUROMUSCULAR DISORDERS 
PERSONALITY DISORDERS 
PSYCHIATRIC DISORDERS 
PULMONARY DISORDERS 
RHEUMATIC DISORDERS 
SKIN DISORDERS 
SPEECH DISORDERS 
TISSUE DISORDERS 
VISUAL DISORDERS 
VISUAL DISPLAY 
DISTRESSED AREA 
EMOTIONALLY DISTURBED 
GUIDE DOGS 
TAPE DUPLICATOR 
STATE DVR 

DYSFUNCTIONAL PERSONS 
MYOTONIC DYSTROPHICA 
MUSCULAR DYSTROPHY 
EAR DISORDERS 
EARLY RETIREMENT 
ECONOMICALLY DEPRESSED 

AREA 
HOME ECONOMICS 
ADULT EDUCATION 
CONSUMER EDUCATION 
CONTINUING EDUCATION 
GRADUATE EDUCATION 
MEDICAL EDUCATION 
PUBLIC EDUCATION 
REMEDIAL EDUCATION 
SECONDARY EDUCATION 
SOCIAL WORK EDUCATION 
SPECIAL EDUCATION 
EDUCATIONAL INSTITUTIONS 
EDUCATIONAL MATERIAL 
EDUCATIONAL TELEVISION 
INTERNATIONAL COUNCIL OF 

EDUCATORS 
UNIVERSITY EDUCATORS 
ELECTRONIC CANE 
ELECTRONIC DATA 

PROCESSING 
EMOTIONAL DISABILITY 
EMOTIONAL DISORDERS 
EMOTIONALLY DISTURBED 
EMPLOYER ATTITUDES 



EMPI OVMhNT 



WORD INDEX TO MULTIWORD TERMS 



Word 
EMPLOYMENT 



ENGINEERING 

ENGLAND 

ETHNIC 

EVALUATION 



EXCHANGE 

EXERCISES 

EXMENTAL 
EXPERIENCE 



EXPLORATORY 

EXPSYCHIATRIC 

EXTENSION 

EXTREMITIES. 

EXTREMITY 

FACET 

FACIAL 

FACILITIES 



FACILITY 

FACTOR 

FACULTY 



FAMILY 



FEDERAL 
FEEDBACK 
FIBROSIS 
FIELD 

FINANCIAL 



FINGER 

FITNESS 

FLOW 

FLUID 

FLUIDS 

FOAM. 

FOLLOW 

FOOT 



MulliHt/rd term 

EMPLOYMh\r HISrORV 

EMPLOYMENT OF 
CONStLTANTS 

EMPLOYMENT OF FACl LTV 

EMPLOYMENT OF RETARDATES 

SHELTERED EMPLOYMENT 

SUMMER EMPLOYMENT 

REHABILITATION 
ENGINEERING 

NEW ENGLAND 

ETHNIC GROUPS 

PREEMPLOYMENT 
EVALUATION 

PSYCHIATRIC EVALUATION 

PSYCHOLOGICAL EVALUATION 

VOCATIONAL EVALUATION 

WORK EVALUATION 

INTERNATIONAL INFORMATION 
EXCHANGE 

PATTERNED THERAPEL TIC 
EXERCISES 

EXMENTAL PATIENTS 

OCCUPATIONAL E> I>ERIENCE 

SUMMER WELFARE 
EXPERIENCE 

VOCATIONAL EXPERIENCE 

WORK EXPERIENCE 

EXPLORATORY STUDY 

EXPSYCHIATRIC PATIENTS 
WRIST EXTENSION 

LOWER EXTREMITIES 

UPPER EXTREMITY 
FACET ANALYSIS 
FACIAL DISFIGUREMENT 
INPATIENT FACILITIES 
LIVING FACILITIES 
REHABILITATION FACILITIES 
RESIDENTIAL FACILITY 
FACTOR ANALYSIS 
COLLEGE FACULTY 
EMPLOYMENT OF FACULTY 
SOCIAL WORK FACULTY 
FAMILY COUNSELING 
FAMILY PLANNING 
FAMILY SERVICES 
FAMILY STYLE 
FEDERAL OFFENDERS 
AUDITORY FEEDBACK 
CYSTIC FIBROSIS 
FIELD STAFF 
FIELD WORKERS 
FINANCIAL ADMINISTRATION 
FINANCIAL AID 
FINANCIAL ASSISTANCE 
FINANCIAL MANAGEMENT 
FINGER SPELLING 
VOCATIONAL FITNESS 
BLOOD FLOW 
FLUID MECHANISM 
BODY FLUIDS 
FOAM RUBBER 
FOLLOW UP 
CLUB FOOT 
SACH FOOT 



FOSTKR 



FOlNDATION 
FL N( TION 



FINCTIOVS 
GASTROINTESTINAL 
GENERAL 
GEOGRAPHIC 

GOODWILL 
GRADUATE 



CRAFT 

GRANTS 

GRAVIS 

GREAT 

GROUP 



GROUPS 



GUIDANCE 

GUIDE 

HABITS 

HALFWAY 

HAMPSHIRE 

HAND 

HANDICAPPED 



HARMONIC 
HAVEN 
HEALINC 
HEALTH 



HEARING 



HEART 
HEAT 

HIGHSCHOOL 

HISTORIES 
HISTORY 



Xlulti^ or J U rni 
FOSTKR CARE 
EOSItR PARI N I 
HOSIER PI AC hWl'W 
WARM SPRINGS FOlNDATION 
CARDIAC FUNCTION 
DtPARIMlNlAL UNCIION 
KIDNEY FINCTION 
RLNAl EL NOTION 
NORMAL FUNCTIONS 
GASTROINTESTINAL SYSTEM 
GENERAL HOSPITALS 
GEOGRAPHIC AREAS 
GEOGRAPHIC MOBII I TY 
GOODWILL INDISTRIKS 
GRADIATE EDUCATION 
GRADUATE MEDICAL 

TRAINING 
GRADl ATL SCHOOLS 
GRADUATE STUDENTS 
GRADUA'IE IRAIMNG 
NERVE GRAFT 
ASSISIANCE GRAN IS 
MYASTHENIA GRAVIS 
GREAT BRII AIN 
GROUP DISCUSSION 
GROUP PROCEDURES 
GROUP PROCESSES 
GROUP PSYCHOTHERAPY 
GROUP THERAPY 
GROUP WORK 
CIVIC GROUPS 
DISCUSSION GROUPS 
ETHNIC C;R0UPS 
MINORITY GROUPS 
VOCATIONAL GUIDANCE 
GUIDE DOGS 
WORK HABITS 
HALFWAY HOUSE 
NEW HAMPSHIRE 
HAND SPLINTS 
AURALLY HANDICAPPED 
CULTL RALLY HANDICAPPED 
MULTIPLE HANDICAPPED 
ORTHOPEDIC ALLY 

HANDICAPPED 
PHYSICALI Y HANDICAPPED 
SOCIALLY HANDICAPPED 
HARMONIC ANALYSIS 
NEW HAVEN 
WOUND HEALING 
HEALTH CARE 
MENTAL HEALTH 
PUBLIC HEALTH 
PUBLIC HEAL I H NURSES 
HEARING AIDS 
HEARING DISORDERS 
HEARING IMPAIRED 
HEARING IMPAIRMENT 
HEARING PROBLEMS 
HEART DISORDERS 
HEAT TREATMENT 
HIGHSCHOOL SIUDENIS 
HIGHSCHOOL YOUIH 
WORK HISTORIES 
CASE HISTORY 
EMPLOYMENT HISTORY' 



ERIC 
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MECHANISM 



Hard 
HOME 

HOMES 
HOSPIIAL 

HOSPITALS 

HOI RLY 
HOI SE 
HOISEHOLD 
HOtSING 

HIMAN 



ILLNESS 

IMMLNE 

IMPAIRED 

IMPAIRMEN 

INCIDENTS 
INCOME 



INDEPENDENT 

INDICATORS 

INDUSTRIAL 

INDISTRIES 

INFARCTION 

INFORMATION 



INFRARED 

INJIRY 

INPATIENT 

INSTITUTE 

INSTITUTIONS 

INSTRUCTION 

INSTRUCTIONAL 

INSUFFICIENCY 

INSURANCE 

INTEGRATION 

INTERACTION 

INTERAGENCY 

INTEREST 

INTERNATIONAL 



INTERPERSONAL 
INVENTORY 

INVOLUNTARY 

LSLANDS 

JERSEY 



Multiw or J term 
HOME CARE 
HOME ECONOMICS 
Nl RSING HOMES 
DAY HOSPITAL 
PSYCHIATRIC HOSPITAL 
GENERAL HOSPITALS 
MENTAL HOSPITALS 
HOURLY RATED 
HALFUAY HOUSE 
HOUS' -{OLD MANAGEMENT 
LOW INCOViE HOUSING 
PUBLIC HOtSING 
HUMAN D!GNIT\ 
HUMAN RELATIONS 
HUMAN RESOURCES 
CHRONICALLY ILL 
MENTALLY ILL 
CHRONIC ILLNESS 
MENTAL ILLNESS 
IMMUNE RESPONSE 
HEARING IMPAIRED 
HEARING IMPAIRMENT 
VISION IMPAIRMENT 
CRITICAL INCIDENTS 
LOW INCOME 
LOW INCOME HOUSING 
MIDDLE INCOME 
INDEPENDENT LIVING 
SOCIAL INDICATORS 
INDUSTRIAL ACCIDENTS 
GOODWILL INDUSTRIES 
MYOCARDIAL INFARCTION 
INFORMATION PROCESSING 
INTERNATIONAL INFORMATION 

EXCHANGE 
INFRARED LAMP 
SPINAL CORD INJURY 
INPATIENT FACILITIES 
RESEARCH INSTITUTE 
EDUCATIONAL INSTITUTIONS 
INSTRUCnCN MANUAL 
PROGRAMMED INSTRUCTION 
INSTRUCTIONAL MATERIALS 
VASCULAR INSUFFICIENCY 
D!S\«i: ITV INSURANCE 
COMMUNITY INTEGRATION 
SOCIAL INTERACTION 
INTERAGENCY RELATIONS 
PICTORIAL INTEREST 

INVENTORY 
INTERNATIONAL COUNCIL OF 

EDUCATORS 
INTERNATIONAL INFORMATION 

EXCHANGE 
INTERNATIONAL RELATIONS 
INTERPERSONAL RELATIONS 
PICTORIAL INTEREST 

INVENTORY 
INVOLUNTARY MOVEMENT 
VIRGIN ISLANDS 
NEW JERSEY 



Word 



JOB 



JUNGLE 
JUVENILE 

KIDNEY 

KNOWLEDGE 
LABOR 

LAKE 
LAMP 
LANGUAGE 

LARYNGEAL 

LATIN 

LEARNING 

LEGAL 

LETTER 

LIBERTY 

LIFE 

LIMBS 

LINE 

LIP 

LIVING 



LOBE 
LONG 

LONGITUDINAL 

LOS 

LOSS 

LOU 



LOWER 

LUMP 

LUNG 

MANAGEMENT 



MANUAL 



MASS 

MATERIAL 
MATERIALS 



MECHANICAL 
MECHANISM 



MulttviOrd term 
JOB ANALYSIS 
JOB MOBILITY 
JOB PERFORMANCE 
JOB PLACEMENT 
JOB PROGRAM 
JOB SAMPLE 
JOB SATISFACTION 
JOB TRAINING 
JOB TRYOUT 
CONCRETE JUNGLE 
JUVENILE DELINQUENCY 
JUVENILE DELINQUENTS 
KIDNEY DISORDERS 
KIDNEY FUNCTION 
KNOWLEDGE AREAS 
LABOR UNIONS 
ORGANIZED LABOR 
SALT LAKE 
INFRARED LAMP 
LANGUAGE DISORDERS 
LANGUAGE RETRAINING 
LARYNGEAL SPHINCTER 
LATIN AMERICAN 
PROGRAMMED LEARNING 
LEGAL AID 
LETTER PREDICTION 
CIVIL LIBERTY 
LIFE STYLE 
MID LIFE 

ARTIFICIAL LIMBS 
LINE DIAGRAMS 
LIP READING 

ACTIVITIES OF DAILY LIVING 

INDEPENDENT LIVING 
LIVING CONDITIONS 
LIVING FACILITIES 
TEMPORAL LOBE 
LONG TERM 
LONGITUDINAL STUDY 
LOS ANGELES 
DISCRIMINATION LOSS 
LOW BACK PAIN 
LOW INCOME 
LOW INCOME HOUSING 
LOW VISION 
LOW VISUAL ACUITY 
LOWER EXTREMITIES 
LUMP SUM 
LUNG DISEASE 
CASE MANAGEMENT 
CASELOAD MANAGEMENT 
FINANCIAL MANAGEMENT 
HOUSEHOLD MANAGEMENT 
MONEY MANAGEMENT 
INSTRUCTION MANUAL 
MANUAL COMMUNICATION 
OPERATIONS MANUAL 
MASS MOMENT 
MASS TRANSIT RATE 
EDUCATIONAL MATERIAL 
INSTRUCTIONAL MATERIALS 
READING MATERIALS 
TRAINING MATERIALS 
MECHANICAL 

COMMUNICATION 
FLUID MECHANISM 



ERIC 
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MEDICAL 



WORD INDEX TO MULTIWORDTERMS 



Word 
MEDICAL 



MEDICINE 
MENTAL 



MENTALLY 

METHOD 
MEXICAN 
MEXICO 
MID 

MIDDLE 

MILIEU 
MILL 

MINORITY 

MITRAL 

MOBILITY 



MODIFICATION 

MOMENT 

MONEY 

MOTHERS 

MOTION 

MOTOR 



MOVEMENT 
MULTIPLE 



MULTISERVICE 

MUSCLE 

MUSCULAR 

MUSCULOSKELETAL 

MYASTHENIA 

MYOCARDIAL 

MYOTONIC 

NATIONAL 

NATIONALITY 
NEEDS ... 
NERVE . 

NERVOUS . . 

NEUROGENIC . . 
NEUROMUSCULAR . . 
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MultiHord term 
GRADUATE MEDICAL 

TRAINING 
MEDICAL CARE 
MEDICAL EDUCATION 
MEDICAL SCHOOLS 
MEDICAL SERVICES 
MEDICAL STUDENTS 
PHYSICAL MEDICINE 
MENTAL DISABILITY 
MENTAL DISORDERS 
MENTAL HEALTH 
MENTAL HOSPITALS 
MENTAL ILLNESS 
MENTAL PATIENTS 
MENTAL PROBLEMS 
MENTAL RETARDATION 
MENTALLY ILL 
MENTALLY RETARDED 
DELACATO METHOD 
MEXICAN AMERICANS 
NEW MEXICO 
MID LIFE 
MIDDLE CLASS 

Middle income 
milieu therapy 
tread mill 
minority groups 
mitral stenosis 
geographic r^obility 
job mobility 
mobility training 
behavior modification 
mass moment 
money management 
unwed mothers 
directed motion 
motion picture 
motor cortex 
motor unit 
motor vehicle 
involuntary movement 
multiple disabilities 
multiple disabled 
multiple handicapped 
multiple regression 
multiple sclerosis 
multiservice centers 
muscle disorders 
muscular dystrophy 
musculoskeletal system 
myasthenia gravis 

MYOCARDIAL INFARCTION 
MYOTONIC DYSTROPHICA 
NATIONAL REHABILITATION 

ASSOCIATION 
NATIONALITY DIFFERENCES 
RESEARCH NEEDS 
NERVE ORAFT 
PERIPHERAL NERVE 
CENTRAL NERVOUS SYSTEM 
NERVOUS SYSTEM 
NEUROGENIC BLADDER 
NEUROMUSCULAR DISORDERS 



Word 



NEW 



NORMAL 
NORTH 

NURSES 

NURSING 

OBJECT 

OCCUPATIONAL 



OFFENDERS 



OLDER 

OPERANT 

OPERATIONS 

OPPORTUNITY 



OPTICAL . 
ORGANIZATION . 
ORGANIZED 

ORTHOPEDICALLY 

OUTLINE 
PAIN 
PALATE 
PALSY 

PARENT 

PARENTAL . 
PARKINSON . 
PARKINSON^S. 
PART 

PARTIALLY 
PATIENT 

PATIENTS 



PATTERNED 

PERCEPTION 
PERFORMANCE 



PERIODS 

PERIPHERAL 

PERSONAL 

PERSONALITY 

PERSONNEL 



Mult'y^ord term 
NEW ENGLAND 
NEW HAMPSHIRE 
NEW HAVEN 
NEW JERSEY 
NEW MEXICO 
NEW YORK 
NORMAL FUNCTIONS 
NORTH CAROLINA 
NORTH DAKOTA 
PUBLIC HEALTH NURSES 
NURSING HOMES 
OBJECT DETECTION 
OCCUPATIONAL EXPERIENCE 
OCCUPATIONAL THERAPISTS 
OCCUPATIONAL THERAPY 
OCCUPATIONAL TRAINING 

CENTERS 
FEDERAL OFFENDERS 
PUBLIC OFFENDERS 
SEXUAL OFFENDERS 
OLDER ADULTS 
OPERANT CONDITIONING 
OPERATIONS MANUAL 
OPERATIONS RESEARCH 
SUMMER OPPORTUNITY 
YOUTH OPPORTUNITY 

PROGRAM 
OPTICAL AIDS 

COMMUNITY ORGANIZATION 

ORGANIZED COMMUNITY 

ORGANIZED LABOR 

ORTHOPEDICALLY 
HANDICAPPED 
. STUDY OUTLINE 

LOW BACK PAIN 

CLEFT PALATE 

BELL'S PALSY 

CEREBRAL PALSY 

FOSTER PARENT 

PARENT COUNSELING 

PARENTAL ATTITUDES 

PARKINSON PATIENTS 

PARKINSON'S DISEASE 

PART TIME 

PARTIALLY SIGHTED 

PATIENT CARE 

PATIENT CHARACTERISTICS 
. EXMENTAL PATIENTS 

EXPSYCHIATRIC PATIENTS 

MENTAL PATIENTS 

PARKINSON PATIENTS 

PSYCHIATRIC PATIENTS 
SCHISOPHRENIC PATIENTS 
PATTERNED THERAPEUTIC 

EXERCISES 
SPACE PERCEPTION 
JOB PERFORMANCE 
PERFORMANCE TESTS 
WORK PERFORMANCE 
TRIAL PERIODS 
PERIPHERAL NERVE 
PERSONAL ADJUSTMENT 
PERSONALITY DISORDERS 
PERSONALITY TEST 
CORRECTIONAL PERSONNEL 
SUPPORT PERSONNEL 



WORD INDEX TO MULTIWORD TERMS 



RESIDENTIAL 



Word 
PERSONS 
PHYSICAL 



PHYSICALLY 
PHYSIOLOGY 
PIANO 
PICTORIAL 

PICTURE . 

PILOT 

PITCH 

PLACEMENT 

PLANNING 

PLASTIC 
PLAYER 
PLEXUS 
POTENTIAL 



PRE . 

PREDICTION 
PREEMPLOYMENT 

TREVOCATIONAL 

PROBLEMS 



PROCEDURES 
PROCESS 
PROCESSES 
PROCESSING 



PROFESSIONAL 
PROFESSIONALS 
PROFESSOR 
PROGRAM 



PROGRAMMATIC 
PROGRAMMED 

PROJECT 

PROSTHESIS 

PROTECTIVE 

PSYCHIATRIC 



PSYCHIATRICALLY 
PSYCHOLOGICAL 

PSYCHOTHERAPY... 



Mu/f/M ord term 
DYSFUNCTIONAL PERSONS 
PHYSICAL CONDITION 
PHYSICAL MEDICINE 
PHYSICAL RESTORATION 
PHYSICAL SCIENCES 
PHYSICAL THERAPY 
PHYSICALLY HANDICAPPED 
PULMONARY PHYSIOLOGY 
PIANO TUNER 
PICTORIAL INTEREST 

INVENTORY 
MOTION PICTURE 
PILOT STUDY 
VOCAL PITCH 
FOSTER PLACEMENT 
JOB PLACEMENT 
COMMUNITY PLANNING 
FAMILY PLANNING 
PLASTIC SURGERY 
DISC PLAYER 
BRACHIAL PLEXUS 
POTENTIAL DELINQUENTS 
REHABILITATION POTENTIAL 
VOCATIONAL POTENTIAL 
PRE RETIREMENT 
LETTER PREDICTION 
PREEMPLOYMENT 

EVALUATION 
PREVOCATIONAL SERVICES 
PREVOCATIONAL TRAINING 
BEHAVIOR PROBLEMS 
CARDIOVASCULAR PROBLEMS 
HEARING PROBLEMS 
MENTAL PROBLEMS 
GROUP PROCEDURES 
REHABILITATION PROCESS 
GROUP PROCESSES 
DATA PROCESSING 
ELECTRONIC DATA 

PROCESSING 
INFORMATION PROCESSING 
PROFESSIONAL TRAINING 
SEMI PROFESSIONALS 
SOCIAL WORK PROFESSOR 
COOPERATIVE PROGRAM 
JOB PROGRAM 
PROGRAM STUDIES 
PUBLIC WELFARE PROGRAM 
REHABILITATION PROGRAM 
SUMMER PROGRAM 
WORK STUDY PROGRAM 
YOUTH OPPORTUNITY 

PROGRAM 
PROGRAMMATIC RESEARCH 
PROGRAMMED INSTRUCTION 
PROGRAMMED LEARNING 
REHABILITATION PROJECT 
BELGRADE PROSTHESIS 
PROTECTIVE SERVICES 
PSYCHIATRIC DISORDERS 
PSYCHIATRIC EVALUATION 
PSYCHIATRIC HOSPITAL 
PSYCHIATRIC PATIENTS 
PSYCHIATRICALLY DISABLED 
PSYCHOLOGICAL EVALUATION 
PSYCHOLOGICAL TESTING 
GROUP PSYCHOTHERAPY 



Word 
PUBLIC 



PULMONARY 



RATE 

RATED 

REACTION 

READING 

RECORDED 

RECORDING 

REFORM 

REGRESSION 

REHABILITATION 



RELATIONS 



REMEDIAL 
RENAL 
RENEWAL 
REPORTS . 
RESEARCH. 



RESIDENTIAL 



Mu/fiH ord term 
PUBLIC ASSISTANCE 
PUBLIC EDUCATION 
PUBLIC HEALTH 
PUBLIC HEALTH NURSES 
PUBLIC HOUSING 
PUBLIC OFFENDERS 
PUBLIC REHABILITATION 

AGENCIES 
PUBLIC RELATIONS 
PUBLIC SCHOOLS 
PUBLIC TRANSPORTATION 
PUBLIC WELFARE 
PUBLIC WELFARE AGENCIES 
PUBLIC WELFARE PROGRAM 
PUBLIC WELFARE RESEARCH 
PULMONARY DISORDERS 
PULMONARY PHYSIOLOGY 
PULMONARY VENTILATION 
MASS TRANSIT RATE 
HOURLY RAIL.D 
DEFENSE REACTION 
REACTION TIME 
LIP READING 
READING MATERIALS 
RECORDED BOOKS 
TAPE RECORDING 
REFORM SCHOOL 
MULTIPLE REGRESSION 
COMPREHENSIVE 

REHABILITATION SERVICES 
COMPREHENSIVE VOCATIONAL 

REHABILITATION SERVICR 
COSMETIC REHABILITATION 
NATIONAL REHABILITATION 

ASSOCIATION 
PUBLIC REHABILITATION 

AGENCIES 
REHABILITATION AGENCIES 
REHABHJTATION CENTERS 
REHABILITATION COUNSELORS 
REHABILITATION COUNSELING 
REHABILITATION 

ENGINEERING 
REHABILITATION FACILITIES 
REHABILITATION POTENTIAL 
REHABILITATION PROCESS 
REHABILITATION PROGRAM 
REHABILITATION PROJECT 
VOCATIONAL REHABILITATION 
COMMUNITY RELATIONS 
HUMAN RELATIONS 
INTERAGENCY RELATIONS 
INTERNATIONAL RELATIONS 
INTERPERSONAL RELATIONS 
PUBLIC RELATIONS 
REMEDIAL EDUCATION 
RENAL FUNCTION 
URBAN RENEWAL 
CASE REPORTS 
OPERATIONS RESEARCH 
PROGRAMMATIC RESEARCH 
PUBLIC WELFARE RESEARCH 
RESEARCH INSTITUTE 
RESEARCH NEEDS 
RESEARCH UTILIZATION 
RESIDENTIAL CENTERS 
RESIDENTIAL FACILITY 
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RESOURCES 



WORD INDEX TO MULTIWORD TERMS 



Word 
RESOURCES. . . . 

RESPONSE 

RESTORATION 

RETARDATES . 

RETARDATION 

RETARDED 

RETIREMENT. 

RETRAINING. 
RHEUMATIC .. 

RHEUMATOID .. 
RUBBER. 

SACH 

SALT. . 
SALVATION. ... 
SAMPLE . . . 
SAMPLES .. . 
SATISFACTION 
SCHIZOPHRENIC 
SCHOOL 



SCHOOLS 



SCIENCES 

SCLEROSIS .. 

SECONDARY 

SECURITY 

SELECTIVE... 

SEMI ... 

SENIOR 

SENSORY 

SERVICE 



SERVICES 



SEVERELY 

SEXUAL 

SEXUALLY 

SHELTERED 

SIGHTED 

SIMPLIFICATION 
SKIN 
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Multiword term 

COMMUNITY RESOURCES 

HUMAN RESOURCES 

IMMUNE RESPONSE 

P!!YSICAL RESTORATION 

EMPLOYMENT OF RETARDATES 

MENTAL RETARDATION 

MENTALLY RETARDED 

EARLY RETIREMENT 

PRE RETIREMENT 

LANGUAGE RETRAINING 

RHEUMATIC DISORDERS 

RHEUMATIC VALVE 
. RHEUMATOID ARTHRITIS 

FOAM RUBBER 
. SACH FOOT 

SALT LAKE 
. SALVATION ARMY 

JOB SAMPLE 

WORK SAMPLES 

JOB SATISFACTION 

SCHIZOPHRENIC PATIENTS 

REFORM SCHOOL 

SCHOOL AGE 

SCHOOL AGE YOUTHS 

COOPERATIVE SCHOOLS 

GRADUATE SCHOOLS 

MEDICAL SCHOOLS 

PUBLIC SCHOOLS 

SCHOOLS OF ''OCIAL WORK 

BEHAVIORAL SCIENCES 

PHYSICAL SCIENCES 

MULTIPLE SCLEROSIS 

SECONDARY EDUCATION 

SOCIAL SECURITY 

SELECTIVE SERVICE 

SEMI PROFESSIONALS 

SENIOR CITIZENS 

SENSORY AIDS 

SENSORY SYSTEM 

CIVIL SERVICE 

COMPREHENSIVE SERVICE 

COMPREHENSIVE VOCATIONAL 
REHABILITATION SERVICE 

SELECTIVE SERVICE 

SOCIAL SERVICE 

COMMUNITY SERVICES 

COMPREHENSIVE 
REHABILITATION SERVICES 

CONCERTED SERVICES 

FAMILY SERVICES 

MEDICAL SERVICES 

PREVOCATIONAL SERVICES 

PROTECTIVE SERVICES 
SOCIAL WELFARE SERVICES 

VOLUNTARY SERVICES 
SEVERELY DISABLED 
SEXUAL OFFENDERS 
SEXUALLY DANGEROUS 
SHELTERED EMPLOYMENT 
SHELTERED WORKSHOPS 
PARTIALLY SIGHTED 
WORK SIMPLIFICATION 
SKIN DISORDERS 



Word 
SOCIAL 



SOCIALLY 
SOCIOCULTURALLY 

SOCKET 
SOUND .. 
SPACE . 
SPECIAL . 
SPEECH 

SPELLING , . 

SPHINCTER 

SPINA 

SPINAL 

SPLINTS 

SPRINGS . . 
STAFF 

STATE . 

STATES .... 
STENOSIS 
STRUCTURED 
STUDENTS 



STUDIES . 
STUDY 



STYLE. 



SUCTION. 
SUM 

SUMMER 



SUPPORT . 
SURGERY . 



MulttHord term 
SCHOOLS OF SOCIAL WORK 
SOCIAL ADJUSTMENT 
SOCIAL AGENCIES 
SOCIAL CASEWORK 
SOCIAL CLASS 
SOCIAL INDICATORS 
SOCIAL INTERACTION 
SOCIAL SECURITY 
SOCIAL SERVICE 
SOCIAL WELFARE 
SOCIAL WELFARE SERVICES 
SOCIAL WORK 
SOCIAL ^ORK EDUCATION 
SOCIAL WORK FACULTY 
SOCIAL WORK PROFESSOR 
SOCIAL WORKERS 
SOCIALLY HANDICAPPED 
SOCIOCULTURALLY 
DISADVANTAGED 
SUCTION SOCKET 
SOUND ATTITUDES 
SPACE PERCEPTION 
SPECIAL EDUCATION 
SPEECH DISORDERS 
SPEECH THERAPY 
FINGER SPELLING 
LARYNGEAL SPHINCTER 
SPINA BIFIDA 
SPINAL CORD 
SPINAL CORD INJURY 
HAND SPLINTS 

WARM SPRINGS FOUNDATION 

FIELD STAFF 
STAFF TRAINING 
STATE AGENCIES 
STATE DVR 
UNITED STATES 
MITRAL STENOSIS 
STRUCTURED COMMUNITY 
COLLEGE STUDENTS 
GRADUATE STUDENTS 
HIGHSCHOOL STUDENTS 
MEDICAL STUDENTS 
CASE STUDIES 
PROGRAM STUDIES 
EXPLORATORY STUDY 
LONGITUDINAL STUDY 
PILOT STUDY 
STUDY OUTLINE 
WORK STUDY PROGRAM 
FAMILY StVlE 
LIFE STYLE 
SUCTION SOCKET 
LUMP SUM 

SUMMER EMPLOYMENT 
SUMMER OPPORTUNITY 
SUMMER PROGRAM 
SUMMER WELFARE 

EXPERIENCE 
SUPPORT PERSONNEL 
CARDIAC SURGERY 
PLASTIC SURGERY 



ERIC 



WORD INDEX TO MULTIWORD TERMS 



WORD 



Word 
SYSTEM 



SYSTEMS 
TALKING . 
TAPE 

TEACHER 

TEACHING 
TEAM 

TECHNIQUES 

TELEVISION 

TEMPORAL 

TERM 

TEST 

TESTING 

TESTS 

THERAPEUTIC 

THERAPISTS 
THERAPY 



TIME 
TISSUE 



TOLERANCE 

TkACT 

TRAINING 



TRANSIT 

TRANSPORTATION 
TREAD 
TREATMENT 
TRIAL * 



TL 



TRYOUT 
TJJNER . 

PES , 
ULCER 
UIVONS 



UNIT 



Multiyiord trrm 
CARDIOVASCULAR SYSTEM 
CENTRAL NERVOUS SYSTEM 
GASTROINTESTINAL SYSTEM 
MUSCULOSKELETAL SYSTEM 
NERVOUS SYSTEM 
SENSORY SYSTEM 
SYSTEMS ANALYSIS 
TALKING BOOK 
TAPE DUPLICATOR 
TAPE RECORDING 
TEACHER AIDES 
TEACHER TRAINING 
TEACHING AIDS 
TEAM APPROACH 
CANE TECHNIQUES 
EDUCATIONAL TELEVISION 
TEMPORAL LOBE 
LONG TERM 
PERSONALITY TEST 
PSYCHOLOGICAL TESTING 
PERFORMANCE TESTS 
PATTERNED THERAPEUTIC 

EXERCISES 
OCCUPATIONAL THERAPISTS 
BEHAVIOR THERAPY 
GROUP THERAPY 
MILIEU TJ+ERAPY 
OCCUPATIONAL THERAPY 
PHYSICAL THERAPY 
SPEECH THERAPY 
PART TIME 
REACTION TIME 
CONNECTIVE TISSUE 
CONNECTIVE TISSUE 

DISORDERS 
TISSUE DISORDERS 
WORK TOLERANCE 
URINARY TRACT 
GRADUATE MEDICAL 

TRAINING 
GRADUATE TRAINING 
JOB TRAINING 
MOBILITY TRAINING 
OCCUPATIONAL TRAINING 

CENTERS 
PREVOCATIONAL TRAINING 
PROFESSIONAL TRAINING 
STAFF TRAINING 
TEACHER TRAINING 
TRAINING AIDES 
TRAINING AIDS 
TRAINING MATERIALS 
VOCATIONAL TRAINING 
MASS TRANSIT RATE 
PUBLIC TRANSPORTATION 
TREAD MILL 
HEAT TREATMENT 
TRIAL PERIODS 
WORK TRIAL 
JOB TRYOUT 
PIANO TUNER 
DIFFERENT TYPES 
DECUBITUS ULCER 
CREDIT UNIONS 
LABOR UNIONS 
MOTOR UNIT 



Word 
UNITED 
UNIVERSITY 
UNWED 
UPPER 
URBAN 
URINARY . 
UTILIZATION 
VALVE . 
VARIABLES 
VASCULAR 

VEGAS 

VEHICLE 

VENTILATION 

VERBAL 

VIRGIN 

VIRGINIA 

VISION . 

VISUAL 



VOCAL 
VOCATIONAL 



VOLUNTARY 
WARM 

WASHINGTON 
WELFARE . 



WEST. 
WHITE 
WORD 



ERLC 



\ful(i\iord t€rm 
UNITED STATES 
UNIVERSITY EDUCATORS 
UNWED MOTHERS 
UPPER EXTREMITY 
URBAN RENEWAL 
URINARY TRACT 
RESEARCH UTILIZATION 
RHEUMATIC VALVE 
CRITICAL VARIABLES 
VASCULAR DISEASE 
VASCULAR INSUFFICIENCY 
LAS VEGAS 
MOTOR VEHICLE 
PULMONARY VENTILATION 
VERBAL CONDITIONING 
VIRGIN ISLANDS 
WEST VIRGINIA 

LOW vrsiON 

VISION IMPAIRMENT 
LOW VISUAL ACUITY 
VISUAL ACUITY 
VISUAL AIDS 
VISUAL DISORDERS 
VfSUAL DISPLAY 
VOCAL PITCH 

COMPREHENSIVE VOCATIONAL 

REHABILITATION SERVICE 
VOCATIONAL ACHIEVEMENT 
VOCATIONAL ADJUSTMENT 
VOCATIONAL ASSESSMENT 
VOCATIONAL COUNSELING 
VOCATIONAL EVALUATION 
VOCATIONAL EXPERIENCE 
VOCATIONAL FITNESS 
VOCATIONAL GUIDANCE 
VOCATIONAL POTENTIAL 
VOCATIONAL REHABILITATION 
VOCATIONAL TRAINING 
VOLUNTARY SERVICES 
WARM SPiSINGS FOUNDATION 
WASHINGTON ACTION FOR 

YOUTH 
CHILD WELFARE 
PUBLIC WELFARE 
PUBLIC WELFARE AGENCIES 
PUBLIC WELFARE PROGRAM 
PUBLIC WELFARE RESEARCH 
SOCIAL WELFARE 
SOCIAL WELFAR . SERVICES 
SUMMER WELFARE 

EXPERIENCE 
WELFARE AGENCIES 
WELFARE CLIENTS 
WEST VIRGINIA 
WHITE COLLAR WORKERS 
WORD ASSOCIATION 
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WORD INDEX TO MULTIWORDTERMS 



Mu/f«H or J term 
CASE HORK 
GROtP WORK 

SCHOOLS OF SOCIAL HORK 
SOCIAL WORK 
SOCIAL WORK EDUCATION 
SOCIAL WORK FACULTY 
SOCIAL WORK PROFESSOR 
WORK ADJUSTMENT 
WORK ASSESSMENT 
WORK BEHAVIOR 
WORK CLASSIFICATION 
WORK EVALUATION 
WORK EXPERIENCE 
WORK HABITS 
WORK HISTORIES 
WORK PERFORMANCE 
WORK SAMPLES 
WORK SIMPLIFICATION 
WORK STUDY PROGRAM 



Word 



WORKERS 



WORKMEN^S 

WORKSHOPS 

WOUND 

WRIST 

YORK 

YOUNG 

YOUTH 



YOUTHS 



MulttH ord term 
WORK TOLERANCE 
WORK TRIAL 
BLUE COLLAR WORKERS 
DISABLED WORKERS 
FIELD WORKERS 
SOCIAL WORKERS 
WHITE COLLAR WORKERS 
WORKMEN*S COMPENSATION 
SHELTERED WORKSHOPS 
WOUND HEALING 
WRIST EXTENSION 
NEW YORK 
YOUNG ADULTS 
HIGHSCHOOL YOUTH 
WASHINGTON ACTION FOR 

YOUTH 
YOUTH OPPORTUNITY 

PROGRAM 
SCHOOL AGE YOUTHS 




US GOVERNMENT PRINTING OFFICE 197) O LT-470.337 



